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June 30, 2011 
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Assistant District Attorney 
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Dear ADA Curran : 

Enclosed is the analytical data you requested in regards to 
m| Included are copies of the following: 

1) Laboratory Receipt 

2) Laboratory Control Card 

3) Powder Analysis Sheets with my hand notations 

4) Preliminary Gas Chromatography (GC) data 

5) Gas Chromatography/ Mass Spectrum (GC/MS) analytical data 

I performed the preliminary testing of this item. The GC/MS analysis was done by Annie 
Dookhan. 

If you have any questions about this material, please call me at 617 983-6622. 




Sincerely, 

/") 

/ v 

L- 


Charles Salemi 
Laboratory Supervisor 
DPH Drug Analysis Laboratory 
305 South Street 
Jamaica Plain, MA 02130 
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Fax (617) 983-6625 

Boston Hours 

8:00-11:00 E 

2:00-4:00 


City or Department:( >frAfc6fr&c£ ftot-fdg J 
Name and Rank of Submitting Officer: "^S 



To be completed by Submitter 

Description of Items Submitted 


PcSu^i "2^ Co pfo 


t BO _ ^ 


Received by 


To be completed by Lab Personnel 

Gross Weight Lab Number 




Date: 



Folk_OIG_PRR_049889 










No. Date Analyzed: 

City: Lawrence Police Dept. 

Officer: Detectiv e VICTOR MORALES 
Def: 

Amount: Subst: SUB 

No. Cont: 26 Cont: pb ^ 

Date Rec'd: 10/29/2009 No. Analyze^ 2X?) 

Gross Wt.: 38.70 Net WeighV. 

# Tests: 

Si c^<^» 




Prelim: 

■~f~ CoCA-'i'K) c ( OfSS^) 


Findings: 


C-OC cxAfuO 




Folk_OIG_PRR_049890 





DRUG P OWDER ANM YBlS FORM 
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Sequence: D:\HPCHEM\1\SEQUENCE\REG9P05 . S 


Sequence Table (Front Injector): 


Method and Injection Info Part: 


Line 

Location 

i SampleName 

Method 

In; 

i SampieType 

InjVolume DataFile 

1 

Vial 

1 


ROUTINE 

1 

Sample 

1.0 

2 

Vial 

2 


ROUTINE 

1 

Sample 

1.0 

3 

Vial 

3 


ROUTINE 

1 

Sample 

1,0 

4 

Vial 

4 


ROUTINE 

1 

Sample 

1.0 

5 

Vial 

5 


ROUTINE 

1 

Sample 

1 . 0 

6 

Vial 

6 


ROUTINE 

1 

Sample 

1,0 

7 

Vial 

7 


ROUTINE 

1 

Sample 

1.0 

8 

Vial 

8 


ROUTINE 

1 

Sample 

1.0 

9 

Vial 

9 


ROUTINE 

1 

Sample 

1.0 

10 

Vial 

10 


ROUTINE 

1 

Sample 

1.0 

11 

Vial 

11 


ROUTINE 

1 

Sample 

1.0 

12 

Vial 

12 


ROUTINE 

1 

Sample 

I . 0 

13 

Vial 

13 


ROUTINE 

1 

Sample 

1.0 

14 

Vial 

14 


ROUTINE 

1 

Sample 

1.0 

15 

Vial 

15 


ROUTINE 

1 

Sample 

1.0 

16 

Vial 

16 


ROUTINE 

1 

Sample 

1.0 

17 

Vial 

17 


ROUTINE 

1 

Sample 

1.0 

18 

Vial 

18 


ROUTINE 

1 

Sample 

1.0 

19 

Vial 

19 


ROUTINE 

1 

Sample 

1.0 

20 

Vial 

20 


ROUTINE 

1 

Sample 

1.0 

21 

Vial 

21 

■ Sgfj 

ROUTINE 

1 

Sample 

1.0 

22 

Vial 

22 


ROUTINE 

1 

Sample 

1.0 

23 

Vial 

23 


ROUTINE 

1 

Sample 

1.0 

24 

Vial 

24 

■ 

ROUTINE 

1 

Sample 

1.0 

25 

Vial 

25 


ROUTINE 

1 

Sample 

1.0 

26 

Vial 

26 


ROUTINE 

1 

Sample 

1.0 

27 

Vial 

27 

1 ffi. 

ROUTINE 

1 

Sample 

1.0 

28 

Vial 

28 


ROUTINE 

1 

Sample 

1.0 

29 

Vial 

29 


ROUTINE 

1 

Sample 

1.0 

30 

Vial 

30 


ROUTINE 

1 

Sample 

1.0 

31 

Vial 

31 


ROUTINE 

1 

Sample 

1,0 

32 

Vial 

32 


ROUTINE 

1 

Sample 

1.0 

33 

Vial 

33 


ROUTINE 

1 

Sample 

1.0 

34 

Vial 

34 


ROUTINE 

1 

Sample 

1.0 

35 

Vial 

35 


ROUTINE 

1 

Sample 

1.0 

36 

Vial 

36 


ROUTINE 

I 

Sample 

1.0 



Sequence Table (Back Injector): 
No entries - empty table! 
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Data File "D:\HPCHEM\1\DATA\MAY06\05180601.D 


Injection Date 
Sample Name 
Acq. Operator 

Sequence File 

Method 

Last changed 


11/24/2009 4:00:16 PM Seq, Line : 1 

0 Location : Vial 1 

admin Inj : 1 

Inj Volume : 1 pi 

D:\HPCHEM\1\SEQUENCE\REG9P05.S 
D:\HPCHEM\i\METHODS\ROUTINE.M 
9/10/2009 4:20:51 PM by admin 


Sample Name: 0 


FID1 A, (MAY06&5!60601.0) 
pA] I 

Vf 

450 - 
400 - 
350 - 
300 - 
250 ~ 

200 - 
1501 
100 - 
50 


t 


nr 

6 


“1 

10 


Normalized Percent Report 


Sorted By : Signal 
Multiplier : 1.0000 
Dilution : 1.0000 


Area Percent Report 


Sorted By 

Multiplier 

Dilution 


Signal 

1.0000 

1.0000 


Signal 1: FID1 A, 

Peak RetTime Type Width Area Height Area 

8 [min] [min] [pA*s] [pA] l 


1 1.112 BB S 0.0129 5,14316e4 6.07171e4 1.000e2 

Totals : 5,14 316e4 6.07171e4 

Results obtained with enhanced integrator! 

*** End of Report *** 
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Data File D:\HPCHEM\1\DATA\MAY06\05180602.D 


Injection Date 
Sample Name 
Acq. Operator 

Sequence File 

Method 

Last changed 


11/24/2009 4:17:33 PM 
COKE/CODEINE 
admin 

D:\HPCHEM\1\SEQUENCE\REG9P05,S 
D:\HPCHEM\1\METHODS\ROUTINE.M 
9/10/2009 4:20:57 PM by admin 


Seq. Line 
Location 
In] 

Inj Volume 


Sample Name: COKE/CODEINI 


2 

Vial 2 
1 

1 pi 


PID1 A, (MAY06\05180602.D) 


pA 

450 

400 

350 

300 

250 

200 

150 

100 

50 


c 

i 







— 




8 


“ 

T 

t 


“ 

-,-,-T -’- T . 1 — 

0 

S 

u 

i 

-f-’- 1 -'- ! '- T - T . T -1--’- ! - T - 


10 


mn 


Sorted By 

Multiplier 

Dilution 


Normalized Percent Report 


Signal 

1.0000 

1.0000 


Area Percent Report 


Sorted By 

Multiplier 

Dilution 


Signal 
1.0000 
1.0000 


Height Area 

[pA] l 

—--I- 


Signal 1: FIDi A, 

Peak RetTime Type Width Area 

H [min} [min] [pA*s] 

-I-|-|-|-|. 

1 1.112 BB S 0.0133 5.49361e4 6.20974e4 99.37097 

2 4.897 BB 0.0144 211.76115 238.55457 0.38304 

3 5.638 BB 0.0179 135.99342 122.81801 0.24599 

Totals : 5.52838e4 6.24588e4 

Results obtained with enhanced integratori 

*** End of Report *** 
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Sample Name: 


Data File D:\HPCHEM\1\DATA\MAY06\05180603.D 


Injection Date 
Sample Name 
Acq. Operator 

Sequence File 

Method 

Last changed 


11/24/2009 4:34:52 PM Seq. Line 

O Location 

admin Inj 

Inj Volume 

D:\HPCHEM\1\SEQUENCE\REG9P05,S 
D:\HPCHEM\l\METHODS\ROUTINE*M 
9/10/2009 4:20:57 PM by admin 


3 

Vial 

1 

1 Pi 


3 


HDt A, (MAY06V05180603,0) 


pA 

450 

400 

350 
300H 
250 
200 H 
150 
100 
50 


10 




Normalized Percent Report 


Sorted By : Signal 
Multiplier : 1,0000 
Dilution : 1.0000 


Area Percent Report 


Sorted By 

: Signal 



Multiplier 

: 1.0000 



Dilution 

: 1.0000 



Signal 1: FIDl A, 




Peak RetTime Type 

Width Area 

Height 

Area 

X [min] 

[min] [pA* s] 

[pA] 

1 - - 

% 

t 

I t l 

1 1.112 BB S 

i 

0.0128 5.25852e4 

1 

6,29124e4 

1 

1.000e2 

Totals : 

5.258 52e4 

6.29124e4 



Results obtained with enhanced integrator! 


*** End of Report * * * 
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Sorted By 

Multiplier 

Dilution 


Normalized Percent Report 


Signal 

1.0000 

1.0000 


Area Percent Report 


Sorted By 

Multiplier 

Dilution 


Signal 

1.0000 

1.0000 


Signal 1: FID1 A, 

Peak RetTime Type Width Area Height Area 

# [min] [min] [pA*s] [pA] % 

-I-I--1-I-—-|—-- I 

1 1.112 BB S 0.0127 5,24023e4 6.29956e4 98.45799 

2 4.058 BB 0.0139 288,94559 310.58325 0.54290 

3 4.901 BB 0.0151 531.75964 561.43317 0.99912 


Totals 


5,32230e4 6.38676e4 


Results obtained with enhanced integrator 1 


End of Report 
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Data File D:\HPCHEM\1\DATA\MAY06\05180605.D 


Sample Name: 15078-?. 


Injection Date 
Sample Name 
Acq, Operator 

Sequence File 
Method 

Last changed 


11/24/2009 5:09:36 PM Seq. Line : 5 

HHHHI Location : Vial 5 

admin Inj : 1 

Inj Volume : 1 pi 

D:\HPCHEM\1\SEQUENCE\REG9P05 . S 
D:\HPCHEM\l\METHODS\ROUTINE.M 
9/10/2009 4:20:57 PM by admin 



Normalized Percent Report 


Sorted By : Signal 
Multiplier : 1*0000 
Dilution : 1.0000 


Area Percent Report 


Sorted By 

Multiplier 

Dilution 


Signal 1: FID1 A, 

Peak RetTime Type Width 
# [min] [min] 


1 1,112 BB S 0,0122 

2 4,055 BB 0.0149 

3 4.899 BB 0,0149 


Signal 

1.0000 

1.0000 


Area Height Area 

[ pA* s] [pA] % 


.91363e4 6.25952e4 98.53278 
201,89299 216.40308 0.40486 
529,77991 565.30109 1.06237 


Totals : 4.98680e4 6.33769e4 

Results obtained with enhanced integrator! 

*** End of Report * * * 
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Data File D:\HPCHEM\1\DATA\MAY06\0518Q606.D 


Sample Name: 15078-'.' 


Injection Date 

: 11/24/2009 5:26:54 PM 

Seq. Line 

6 

Sample Name 


Location 

Vial 6 

Acq. Operator 

: admin 

Inj 

1 



Inj Volume 

1 pi 


Sequence File : D:\HPCHEM\l\SEQUEttCE\RZG9P0b.S 
Method : D : \HPCHEM\l\METHODS\ROUTINE,M 

Last changed : 9/10/2009 4:20:57 PM by admin 


FID1 A, <MAY06\05180606.0) 


PA 

450 

400 

350 

300 

250 

200 

150' 

100 


f 


§ 

: 


' : 


r 



* 


— 


- 

1 1 ’ 1 1 - T 1 T 

0 2 4 


10 


Normalized Percent Report 


Sorted By : Signal 
Multiplier : 1.0000 
Dilution : 1.0000 


Area Percent Report 


Sorted By 

Multiplier 

Dilution 


Signal 1: FID1 A, 

Peak RetTime Type Width 
U [min] [min] 


1 1.112 BB S 0.0134 

2 4.057 BB 0.0157 

3 4.900 BB 0.0152 

Totals : 


Signal 

1.0000 

1.0000 


Area Height Area 

(pA*s] [pA] % 


5,44 818e4 6,08734e4 98.33941 

298.14639 297.18387 0,53815 

621.84900 645.49188 1,12243 

5,54 018e4 6.18161e4 


Results obtained with enhanced integrator! 

*** End of Report *** 
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Data File D:\HPCHEM\1\DATA\MAY06\05180607.D 


Injection Date 
Sample Name 
Acq. Operator 

Sequence File 
Method 

Last changed 


11/24/2009 5:44:13 PM Seq. Line : 7 

MMM Location : Vial 

admin Inj : 1 

Inj Volume : 1 pi 

D:\HPCHEM\1\SEQUENCE\REG9P05.S 
D:\HPCHEM\1\METH0DS\R0UTINE, M 
9/10/2009 4:20:57 PM by admin 


7 


Sample Name: 15078-4 



Normalized Percent Report 


Sorted By : Signal 
Multiplier : 1,0000 
Dilution : 1.0000 


Area Percent Report 


Sorted By 

Multiplier 

Dilution 


Signal 

1.0000 

1.0000 


Signal 1: FID1 A, 

Peak RetTime Type Width 
# [min] [min] 


b 


Area 
(pA* s] 


I 


Height 

(pA) 


Area 

% 


I 


I 


1 1.112 BB S 

2 4.060 BB 

3 4*905 BB 


0*0126 5.04158e4 6.10342e4 96*92461 
0,0164 471.87421 445*23004 0.90718 
0*0163 1127.80566 1069.88599 2.16821 


Totals : 5.20155e4 6.25493e4 

Results obtained with enhanced integrator \ 


*** End of Report * * * 
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Data File D:\HPCHEM\1\DATA\MAY06\05180608 , D 


Injection Date 

: 11/24/2009 6:01:28 PM 

Seq. Line 

8 

Sample Name 

r wssmm 

Location 

Vial 8 

Acq, Operator 

\ admin 

Inj 

: 1 



Inj Volume 

: 1 pi 


Sequence File : D:\HPCHEM\1\SEQUENCE\REG9PG5.S 

Method : D:\HPCHEM\1\METH0DS\ROUTINE.M 

Last changed : 9/10/2009 4:20:57 PM by admin 


Sample Name: 15078-5 



Normalized Percent Report 


Sorted By 

Multiplier 

Dilution 


Signal 

1.0000 

1.0000 


Area Percent Report 


Sorted By 

Multiplier 

Dilution 


Signal 1: FIDl A, 

Peak RetTime Type Width 
# [min] [min] 


1 1.112 BB S 0.0126 

2 4,058 BB 0.0144 

3 4.903 BB 0.0162 


Signal 

1.0000 

1.0000 


Area Height Area 

[ pA* s } [pA] % 


.2884 7e4 6.40129e4 97.76425 
376,64557 385.52444 0.69628 
832,76410 798.90479 1.53947 


Totals : 5.40941e4 6.51973e4 

Results obtained with enhanced integrator! 

* ** End of Report *** 
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Data File D:\HPCHEM\1\DATA\MAYG6\05180609.D 


Sample Name: O 


Injection Date 
Sample Name 
Acq. Operator 

Sequence File 

Method 

Last changed 


11/24/2009 6:18:47 PM Seq, Line 

O Location 


admin inj 

Inj Volume 

D:\HPCHEM\1\SEQUENCE!REG9P05 . $ 

D:\HPCHEM\l\METHODS\ROUTINE.M 
9/10/2009 4:20:57 PM by admin 


9 

Vial 

1 

1 pi 


9 


FID1 A t (MAYG6'05180609, D) 

PA ] 1 

450- 

400“ 

350- 

300 - 

250- 

200 - 

150 ^ 

100 - 

50- 

-. T ■— • T-■ . 1 . ^ . T ’’ .. T ■' ! 

0_ 2 4 6 


T 

8 




•n 




Normalized Percent Report 


Sorted By : Signal 
Multiplier : 1.0000 
Dilution : 1.0000 


Area Percent Report 


Sorted By 
Multiplier 
Dilution, 


Signal 1: FID1 A, 

Peak RetTime Type 
(f [min] 


1 1,112 BB S 

Totals : 


Signal 

1.0000 

1.0000 


Width Area 

[min] [pA*s] 

0.0116 4,8331Xe4 

4.83311e4 


Height Area 

[pA] % 

6.55637e4 1.000e2 

6*55637e4 


Results obtained with enhanced integrator! 


*** End of Report *** 
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Sample Name: 15078-6 


Data File D:\HPCHEM\1\DATA\MAY06\05180610,D 


Injection Date 
Sample Name 
Acq. Operator 

Sequence File 

Method 

Last changed 


11/24/200 9 6:36:07 PM Seq. Line : 10 

HHHHH Location : Vial 10 

admin Inj : 1 

Inj Volume : 1 pi 

D:\HPCHEM\1\SEQUENCE\REG9P05, S 
D:\HPCHEM\l\METHODS\ROUTINE, M 
9/10/2009 4:20:57 PM by admin 



Normalized Percent Report 


Sorted By : Signal 
Multiplier : 1,0000 
Dilution : 1,0000 


Area Percent Report 


Sorted By 

Multiplier 

Dilution 


Signal 

1,0000 

1.0000 


Signal 1: FID1 A, 

Peak RetTime Type 
# [min] 


1 1.112 BB S 

2 4.069 BB 

3 4,915 BB 

4 5,252 PB 


Width Area 

[min] [pA*s] 


0,014 1 5.204 64e4 
0,0190 1013.45190 
0,0226 2163,38062 
0.0266 31,33527 


Height Area 

[pA] % 


6 * 00789e4 94.19384 

788,68591 1.83415 

1622,85657 3,91530 

17.71018 0.05671 


'Vili! 


Totals 


5.5254 6e4 6.25082e4 


Results obtained with enhanced integrator! 


*** End of Report *** 
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Data File D:\HPCHEM\i\DATA\MAY06\05180611.D 


Sample Name: 15078-" 


Injection Date 

: 11/24/2009 6:53:26 PM 

Seq, Line 

11 

Sample Name 

: 

Location 

Vial 11 

Acq. Operator 

: admin 

In j 

1 



Inj Volume 

1 pi 


Sequence File : D:\HPCHEM\1\SEQUENCE\REG9P05,S 
Method : D:\HPCHEM\l\METHODS\ROUTINE.M 

Last changed ; 9/10/2009 4:20:57 PM by admin 



Normalized Percent Report 


Sorted By : Signal 
Multiplier : 1,0000 
Dilution : 1,0000 




Area Percent Report 


Sorted By 

Multiplier 

Dilution 


Signal 1: FIDl A, 

Peak RetTime Type Width 
$ [min) [min] 


1 1,112 BB S 0.0126 

2 4,055 BB 0.0150 

3 4.898 BB 0.0149 

Totals : 


Signal 

1.0000 

1.0000 


Area Height Area 

[pA*s] [pA] % 


.19766e4 6.30799e4 98,60208 
223.45525 237,25099 0.42391 
513.43634 552.07806 0.97401 

,27135e4 6.38692e4 


Results obtained with enhanced integrator! 

*** End of Report *** 
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Oata File D:\HPCHEM\1\DATA\MAY06\05180612, D 


Sample Name: 1507 8-9 


Injection Date 
Sample Name 
Acq * Operator 

Sequence File 

Method 

Last changed 


11/24/2009 *7: 10; 50 PM Seq, Line : 12 

Location : Vial 12 

admin Inj : 1 

Inj Volume : 1 pi 

D:\HPCHEM\1\SEQUENCE\REG9P05,S 
D:\HPCHEM\l\METHODS\ROUTINE.M 
9/10/2009 4:20:57 PM by admin 



Normalized Percent Report 


Sorted By : Signal 
Multiplier ; 1.0000 
Dilution : 1.0000 


Area Percent Report 


Sorted By 

Multiplier 

Dilution 


Signal 1r FID1 A, 

Peak RetTime Type Width 
ft [min] [min] 


1 1.112 BE S 0.0125 

2 4,060 BE 0.0159 

3 4.906 BE 0.0168 

Totals : 


Signal 

1.0000 

1,0000 


Area Height Area 

[ pA* s] [pA] l 


5.037 4 2e4 6.19582e4 96,75089 

502,59344 494.49268 0.96530 

1189,08630 1083.88696 2.28381 

5,20659e4 6,35365e4 


Results obtained with enhanced integrator! 


*** End of Report * * * 
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Data File D:\HPCHEM\1\DATA\MAY06\05180613.D 


Injection Date 
Sample Name 
Acq. Operator 

Sequence File 

Method 

Last changed 


^2^009 7:28:10 PM Seq. Line 

HHHHBH Location 

ad?In j 

Inj Volume 

D:\HPCHEM\1\SEQUENCE\REG9P05.S 
D:\HPCHEM\1\METHO DS\ROUTINE.M 
9/10/2009 4:20:57 PM by admin 


13 

Vial 

1 

1 pi 


13 


Sample Name: 15078-- 



Normalized Percent Report 


Sorted By 

Multiplier 

Dilution 



Signal 

1.0000 
1*0000 






Area Percent 

Report 


Sorted By 



Signal 



Multiplier 



1.0000 



Dilution 


: - 

1.0000 



Signal 1: FID1 A, 





Peak RetTime 

Type 

Width 

Area 

Height 

Area 

# [min] 

_ 1 


[min 3 

[pA*s] 

(pA) 

% 

^ m ^ _ i 

1 

1 1*112 

BB S 

xr 

CM 

t—i 

o 

o 

1 1 
5 * 19116e4 

6.4 54 87e 4 

1 

98.60798 

2 4*055 

BB 

QO 

XT 

<-*4 

o 

O 

190.17986 

206.16359 

0.3612$ 

3 4*899 

BB 

0.0149 

542.64252 

580.14612 

1.03077 

Totals : 



5.26444e4 

6.53351e4 


Results obtained 

with enhanced integrator! 



*** End of Report * + * 


Page 1 of 1 

Folk OIG PRR 049907 


; gilent6890_unit2296 11/24/2009 7:40:11 PM admin 







































rata File D:\HPCHEM\1\DATA\MAY06\05180614.D 


Sample Name: 15078-10 


Injection Date 

: 11/24/2009 7:45:27 PM 

Seq. Line 

14 

Sample Name 

: 

Location 

Vial 14 

Acq. Operator 

: admin 

Inj 

1 



Inj Volume 

1 pi 


Sequence File : D:\HPCHEM\1\SEQUENCE\REG9P05.S 
Method : D:\HPCHEM\1\METH0DS\ROUTINE,M 

Last changed : 9/10/2009 4:20:57 PM by admin 



350- 
300- 
250 ^ 
200 - 


150 A 


loon 



i 

* 


§ 


4 _ 6 __ 8 


T 


10 


m!; 


Normalized Percent Report 


Sorted By : Signal 
Multiplier : 1.0000 
Dilution : 1,0000 


Area Percent Report 


Sorted By 

Multiplier 

Dilution 


Signal 
1.0000 
L. 0000 


Signal 1: FIDl A, 

Peak RetTime Type 
It [min] 


1 1.112 BB S 

2 4.053 BB 

3 4.908 BB 


Width Area 
[min] [ pA* s ] 


0.0130 5.36G92e4 
0.0150 129.50186 

0.0160 1368.79150 


Height Area 

[pA] % 


6,27215e4 97.28114 

137.76538 0.23500 

1230.35083 2,48386 


Totals 


5 * 51G75e4 6.40896e4 


Results obtained with enhanced integrator! 

*** End of Report *** 


Page 1 of 1 

Folk_OIG_PRR 049908 


r.gilent6890_unit2296 11/24/2009 7:57:28 PM admin 






































Sample Name: 0 


Data File D:\HPCHEM\1\DATA\MAY06\0518Q61S.D 


Injection Date 
Sample Name 
Acq, Operator 

Sequence File 
i Method 
Last changed 


11/24/2009 8:02:44 PM Seq. Line : IS 

0 Location : Vial 15 

admin In] : 1 

Inj Volume : 1 pi 

D:\HPCHEM\1\SEQUENCE\REG9P05.S 
D:\HPCHEM\l\METHODS\ROUTINE.M 
9/10/2009 4:20:57 PM by admin 


FID1 A* (MAY06tf>5180615,0) 

PA ] 1 

450- 

400 j 

350- 

300 j 

250 - 

2O0j 

150- 

100 - 

50 - 

T - |- T T 1 -- - 1- T - T --1-’-- T -r 

0 _2_4_6_8_10 


Normalized Percent Report 


Sorted By : Signal 
Multiplier : 1,0000 
Dilution : 1,0000 


Area Percent Report 


Sorted By 

Multiplier 

Dilution 


Signal 

1,0000 

1,0000 


Signal 1: FID1 A, 

Peak RetTime Type 
# [min] 

-I-I- 

1 1.112 BB S 

Totals : 


Width Area 

[min] [pA*s] 


0.0145 5,75214e4 
5.75214e4 


Height Area 

[pA] l 

-|- 

6,37418e4 1.000e2 

6 * 37418e4 


Results obtained with enhanced integrator! 


*** End of Report * * * 


’■ gilent6890__unit2296 11/24/2009 8:14:45 PM admin 


Page 1 of 1 


Folk OIG PRR 049909 






































Sample Name: 15078^11 


Data File D:\HPCHEM\1\DATA\MAY06\0S180616.D 


Injection Date 

; ^24/2009 8:20:06 PM 

Seq. Line 

16 

Sample Name 

; mi 

Location 

Vial 16 

Acq, Operator 

: admin 

Inj 

1 



Inj Volume 

1 pi 


Sequence File : Dj\HPCHEM\ 1\SEQUENCE\REG9P05.S 
Method : D:\HPCHEM\l\METHODS\ROUTINE.M 

Last changed : 9/10/2009 4 i 20:57 PM by admin 



Normalized Percent Report 


Sorted By : Signal 
Multiplier : 1,0000 
Dilution : 1 * 0000 


Area Percent Report 


Sorted By 
Multiplier 
, Dilution 


Signal 1: FID1 A, 

Peak RetTime Type Width 
K [min] [min] 


1 1.112 BE S 0,0134 

2 4.052 BE 0,0146 

3 4.902 BE 0,0142 


Signal 

1,0000 

1.0000 


Area Height Area 

[pA*s) [pA] % 


,37047e4 6.04314e4 98,51501 

76,49397 83.94778 0.14032 

733,03479 761,64014 1.34467 


Totals : 5.45142e4 6,12770e4 

Results obtained with enhanced integrator! 

*** End of Report *** 


Dgilent6890__unit2296 11/24/2009 8:32:07 PM admin 


Page 1 of 1 


Folk OIG PRR 049910 































Data File D:\HPCHEM\1\DATA\MAY06\05180617.D 


Sample Name: 15078-12 


Injection Date 

: 11/24/2009 8:37:24 PM 

Seq, Line 

17 

Sample Name 

: m 

Location 

Vial 17 

Acq. Operator 

: admin 

Inj 

1 



Inj Volume 

i pi 


Sequence File : D:\HPCH£M\1\SEQUENCE\REG9P0S.S 
Method : D:\HPCHEM\1\METHODS\ROUTINE.M 

Last changed ; 9/10/2009 4:20:57 PM by admin 



Sorted By : Signal 
Multiplier : 1.0000 
Dilution : 1.0000 



Area Percent Report 


Sorted By 

Multiplier 

Dilution 


Signal 

1.0000 

1,0000 


Signal 1: FID1 A, 


Peak 

# 

RetTime 

[min] 

Type 

i i 

Width 

[min] 

Area 

[pA*s] 

_ | 

Height 

[pA] 

Area 

% 

j 

1 

1.113 

1 s 

BB S 

i 

0.0141 

1 

5.41629e4 

6.22660e4 

98.00703 

2 

4.053 

BB 

0.0145 

115.27368 

127,72346 

0.20859 

3 

4.904 

BB 

0.0151 

961.30731 

930.64935 

1.73947 

4 

5.015 

BB 

0,0128 

24.82335 

29,65912 

0.04492 


Totals 


5.52644e4 6.33541e4 


Results obtained with enhanced integrator! 

*+* End of Report *** 


;\gilent6890_unit2296 11/24/2009 8:49:25 PM admin 


Page 1 of 1 

Folk_OIG_PRR_049911 
































Data File D:\HPCHEM\1\DATA\MAY06\05180618.D 


Sample Name: 15078-13 


Injection Date 

11/24/2009 8:54:41 PM 

Seq, Line 

18 

Sample Name 

HHHHM 

Location 

Vial 18 

Acq. Operator 

admin 

Inj 

1 

Sequence File 
Method 

Last changed 

D:\HPCHEM\1\SEQUENCE\REG9P05.S 
D:\HPCHEM\l\METHODS\ROUTINE,M 
9/10/2009 4:20:57 PM by admin 

Inj Volume 

1 Ml 



Normalized Percent Report 


Sorted By 

Multiplier 

Dilution 


Signal 

1.0000 

1.0000 


Area Percent Report 


Sorted By 

Multiplier 

Dilution 


Signal 

1.0000 

1.0000 


Signal It FID1 A, 

rid 

Peak RetTime Type Width Area Height Area 

# [min] [ min. ] [pA*s] [pA] % 


1 

2 

3 

4 


1.112 BB S 
4.053 BB 
4.905 BB 
5.015 BB 


0.0128 5.35876e4 6,36802e4 

0.0143 104.48518 117,90734 

0.0156 944.81567 953.23914 

0.0129 23.86473 28.18098 


98.03668 
0.19115 
1.72851 
0.04366 


Totals 


5.46607e4 6.47795e4 


Results obtained with enhanced integrator f 


*** End of Report ** * 


Agilent6890_unit2296 11/24/2009 9;06;42 PM admin 


Page 1 of 1 

Folk OIG PRR 049912 































Sample Name’ 15078-1'3 


Data File D:\HPCHEM\1\DATA\MAY06\05180619.D 


Injection Date 
Sample Name 
Acq. Operator 

Sequence File 

Method 

Last changed 


11/24/200 9 9:12:01 PM Seq. Line 

Location 

admin Inj 

Inj Volume 

D:\HPCHEM\1\SEQUENCE\REG9P05.S 
D:\HPCHEM\1\METHODS\ROUTINE.M 
9/10/2009 4:20:57 PM by admin 


19 

Vial 

1 

1 pi 


19 



n- 1 -*- r . ! ^- 1 1 ! 

8 10 _ rrv;;: 


Normalized Percent Report 


Sorted By : Signal 
Multiplier : 1.0000 
Dilution : 1.0000 



Area Percent Report 


Sorted By 

Multiplier 

Dilution 


- 

Signal 

1.0000 

1.0000 



Signal 1: FID1 A, 





Peak RetTime 
ft [min) 

i 

Type 

_ i 

Width 

[min] 

_ 1 

Area 
[pA* s] 

1 _ j 

Height 

tpA] 

__ 1 

Area 

% 

1 

1 1.112 
2 4.899 

1 

BB S 

BB 

I 

0.0124 

0.0152 

1- 1 

5.08242e4 
511.72256 

1 

6.30325e4 
532.31451 

99.00319 

0,99681 

Totals : 



5.13360e4 

6.3564 8e4 



Results obtained with enhanced integrator? 

*** End of Report ** + 


Agilent6890_unit2296 11/24/2009 9:24:02 PM admin 


Page 1 of 1 

Folk OIG PRR 049913 























ata File D:\HPCHEM\1\DATA\MAY06\05180620.D 


Injection Date 
Sample Name 
Acq, Operator 

Sequence File 

Method 

Last changed 


11/24/2009 9:29:25 PM Seq, Line : 20 

Location : Vial 20 

admin In j : 1 

Inj Volume : 1 pi 

D:\HPCHEM\1\SEQUENCE\REG9P05.S 
D:\HPCHEM\l\METHODS\ROUTINE *M 
9/10/2009 4:20:57 PM by admin 


Sample Name: 15078-15 



Normalized Percent Report 


Sorted By : Signal 
Multiplier : 1.0000 
Dilution : 1.0000 



Area Percent Report 


Sorted By 

Multiplier 

Dilution 


Signal 1: FIDl A, 

Peak RetTime Type Width 
# [min] [min] 


1 1.113 BB S 0.0148 

2 4.052 BB 0.0145 

3 4,906 BB 0.0164 


Signal 

1.0000 

1.0000 


Area Height Area 

[pA*s] EpA] % 


.69189e4 6,17681e4 98.06191 

39.0B752 43.57257 0.06734 

085.85315 1022,81848 1.87075 


Totals i 5,80438e4 6.28345e4 

Results obtained with enhanced integrator! 

*+* End of Report *** 


gilent6890_unit2296 11/24/2009 9:41:26 PM admin 


Page 1 of 1 

Folk_OIG_PRR_049914 






















Sample Name: 


Data File D:\HPCHEM\1\DATA\MAY06\05180621.D 


Injection Date 
Sample Name 
Acq. Operator 

Sequence File 

Method 

Last changed 


11/24/2009 9:46:44 PM 
0 

admin 


Seq. Line 
Location 
inj 

Inj Volume 


D:\HPCHEM\1\SEQUENCE\REG9P05.S 
D:\HPCHEM\l\METHODS\ROUTINE.M 
9/10/2009 4:20:57 PM by admin 


21 

Vial 21 
1 

1 pi 




FIDt A, (MAY06\051 S062I D) 


pA : 
450 

400~ 


i 

■j.. 


350 H 


300 -j 


250 H 


200 - 

150“ 


100 H 


50 i 


0 


_r 

2 


T 

4 


T 

6 


nr 

8 


T 


10 


fj’ii"? 


Normalized Percent Report 


Sorted By : Signal 
Multiplier : 1.0000 
Dilution : 1,0000 


Area Percent Report 


Sorted By 
Multiplier 

Dilution 


Signal 

1,0000 

1,0000 

- 


Signal 1: FID1 A, 

Peak RetTime Type 

Width 

Area 

Height 

Area 

if [min] 

__! _ ! ! 

[min] 

[pA*s] 

[pA] 

% 


1 1.113 BB S 0.0129 5,5?025e4 6,58728e4 1.000e2 


Totals : 5.57025e4 6.58728e4 

Results obtained with enhanced integrator! 


*** End of Report *** 


' gilent6890_unit2296 11/24/2009 9:58:45 PM admin 


Page 1 of 1 


Folk OIG PRR 049915 



































Data File D:\HPCH£M\1\DATA\MAYQ6\05180622.D 


Sample Name: 25078“3 


Injection Date 
Sample Name 
Acq. Operator 

Sequence File 

Method 

Last changed 


11/24/200 9 10:03:59 PM Seq. Line : 22 

Location : Vial 22 

admin Inj : 1 

Inj Volume : 1 pi 

.D:\HPCHEM\1\SEQUENCE\REG9PQ5*S 
D:\HPCHEM\1\METH0DS\ROUTINE.M 
9/10/2009 4:20:57 PM by admin 



Normalized Percent Report 


Sorted By : Signal 
Multiplier : 1*0000 
Dilution : 1.0000 


Area Percent Report 


Sorted By 

' : Signal 

Multiplier 

: 1.0000 

Dilution 

: 1.0000 


Signal 1: FID1 A, 

Peak RetTime Type 

If [min] 

Width 

[min] 

_ _ j 

Area 

[pA*s] 

i j 

Height 

tpA] 

Area 

% 

i_ 

1 

1.112 

1 1 

BB S 

0.0141 

5 * 4 4 64 6e4 

i- 1 

6.28199e4 

l 

98.43212 

2 

4.053 

BB 

0.0146 

89.05878 

98*35840 

0.16095 

3 

4.902 

BB 

0.0157 

757.26715 

756.38342 

1.36858 

4 

5.014 

PB 

0.0143 

21.21763 

24*14692 

0.03835 


Totals : 5.5332ie4 6.36988e4 


Results obtained with enhanced integrator! 

*** End of Report *+* 


Agilent68 90_unit2296 11/24/2009 10:16:00 PM admin 


Page 1 of 1 

Folk OIG PRR 049916 





























Sample Name: 15078-17 


Data File D:\HPCHEM\1\DATA\MAY06\05180623.D 


Injection Date 

: 11/24/2009 10:21:17 PM 

Seq, Line 

23 

Sample Name 

: HHHIBI 

Location 

Vial 23 

Acq, Operator 

: admin 

Inj 

1 



Inj Volume 

1 pi 


Sequence File : D:\HPCHEM\1\SEQUENCE\REG9P05.S 

Method : D:\HPCHEM\1\METH0DS\R0UTINE.M 

Last changed : 9/10/2009 4i20:57 PM by admin 



Normalized Percent Report 


Sorted By : Signal 
Multiplier : 1,0000 
Dilution i 1.0000 


Area Percent Report 


Sorted By 

Multiplier 

Dilution 


Signal 1; FID1 A, 

Peak RetTime Type Width 
# [min] [min] 


1 1.113 BB S 0,0147 

2 4.053 BB 0,0147 

3 4,902 BB 0.0166 

4 5.014 PB 0,0144 

Totals s 


Signal 

1.0000 

1.0000 


Area Height Area 

[pA*s] [pA] l 


,637 69e4 6.11868e4 98,65248 

73.86353 80.86565 0,12925 

679.58002 685.97302 1,18918 

16.62213 18,73576 0,02909 

.714 7 0e4 6,19723e4 


Results obtained with enhanced integrator! 

** * End of Report 


Agilent6890_unit2296 11/24/2009 10:33:18 PM admin 


Page 1 of 1 


Folk OIG PRR 049917 






































Data File D:\HPCHEM\1\DATA\MAY06\05180624.D 


Sample Name: 15078-10 


Injection Date 
Sample Name 
Acq, Operator 

Sequence File 

Method 

Last changed 


11/24/2009 10:38 j 41 PM Seq. Line : 24 

■HHMHH Location : Vial 24 

admin Inj : 1 

Inj Volume : 1 pi 

D:\HPCHEM\1\SEQUENCE\REG9PG5.S 
D:\HPCHEM\1\METHODS\ROUTINE,M 
9/10/2009 4:20:57 PM by admin 


FI01A, (MAY06Y>5180624.D) 



Normalized Percent Report 


Sorted By : Signal 
Multiplier : 1.0000 
Dilution : 1,0000 


Area Percent Report 


Sorted By : Signal 
Multiplier : 1,0000 
Dilution „ : 1,0000 


Signal 1: FID1 A, 


Peak 

il 

RetTime 

[min] 

Type 

Width 

[min] 

I 

Area 
[pA*s] 

i 

Height 

[pA] 

j 

Area 

% 

j 

1 

1,112 

BB S 

1 

0,0128 

j 

5.35143e4 

6.35572e4 

98 . 13679 

2 

4,053 

BB 

0.0143 

103.11343 

116,72688 

0.16909 

3 

4,904 

BB 

0,0155 

891.23474 

900,45752 

1.63439 

4 

5,015 

BB 

0,0127 

21.66581 

25,97424 

0.03973 


Totals : 5.45303e4 6.46004e4 

Results obtained with enhanced integrator! 


*** End of Report *** 


Agilent6890__unit2296 11/24/2009 10:50:42 PM admin 


Page 1 of 1 


Folk OIG PRR 049918 


























lata File D:\HPCHEM\1\DATA\MAY06\05180625.D 


Sample Name: 15078“] 

Injection Date 

11/24/2009 10:56:00 PM 

Seq. Line : 

25 

Sample Name 


Location : 

Vial 25 

Acq. Operator 

admin 

In j : 

i 



Inj Volume : 

i pi 

Sequence File 

D:\HPCHEM\1\SEQUENCE\REG9P05.S 



Method 

D:\HPCHEM\l\METHODS\ROUTINE.M 



Last changed 

9/10/2009 4:20:5? PM by admin 





Normalized Percent Report 


Sorted By ; Signal 
Multiplier : 1.0000 
Dilution : 1.0000 


Area Percent Report 


Sorted By 

: Signal 

Multiplier 

: 1.0000 

Dilution 

1.0000 


Signal 1: FID1 A, 

Peak RetTime Type 
# [min] 

! i ! 

Width 

[min] 

I 

Area 
[pA*s] 

- j 

Height 

[pA] 

1 

Area 

% 

1 

1.112 

i i 

BB S 

1 

0.0127 

I 

5.334 95e4 

1 

6.4 0359e4 

98.17542 

2 

4.053 

BB 

0.0146 

98.09025 

107.97753 

0.18051 

3 

4.904 

BB 

0.0157 

871.61731 

871.31769 

1.60398 

4 

5.015 

BB 

0.0127 

21.78616 

26.13140 

0.04009 


Totals : 5.43410e4 6.50414e4 

Results obtained with enhanced integrator! 


*** End of Report *** 


gilent68 9 0_unit2296 11/24/2009 Hi 08:01 PM admin 


Page 1 of 1 


Folk OIG PRR 049919 


































Data File D:\HPCHEM\1\DATA\MAY06\05180626.D 


Sample Name: 15078-20 


Injection Date 

: 11/24/2009 11:13:15 PM 

Seq, Line 

26 

Sample Name 

: 

Location 

Vial 26 

Acq. Operator 


Inj 

Inj Volume 

1 

1 pi 


Sequence File : D:\HPCHEM\1\SEQUENCE\REG9P05.S 

Method : D:\HPCHEM\l\METHODS\ROUTINE.M 

Last changed : 9/10/2009 4:20:57 PM by admin 


FID1 A, (MAY06V05180626.D) 

p a ] j 

450- 
400 - 
350- 
300 
250 - 
200 - 
150 - 
100 - 

50- I 


1 


~T 

6 



i.- - -1- T - T - T -•; 

S_10 _ri- 


Normalized Percent Report 


Sorted By : Signal 
Multiplier : 1,0000 
Dilution : 1,0000 


Area Percent Report 


Sorted By 

Multiplier 

Dilution 


Signal 

1.0000 

1.0000 


Signal 1: FID1 A, 

Peak RetTime Type Width Area Height Area 

# [min] [min] (pA*s) [pA] % 


1 1.113 BB S 0,0137 5.59974e4 6.11459e4 99.02497 

2 4,901 BB 0.0147 551,36668 602.73303 0.97503 

Totals : 5.65487e4 6.17487e4 

Results obtained with enhanced integrator! 


*** End of Report * * * 


Xgilent6890_unit2296 11/24/2009 11:25:16 PM admin 


Page 1 of 1 

Folk OIG PRR 049920 




































Data File D:\HPCHEM\1\DATA\MAY06\0518.0627.D 


Sample Name: O' 


Injection Date 
Sample Name 
Acq, Operator 

Sequence File 

Method 

Last changed 


11/24/2009 11:30:31 PM Seq. Line 

0 Location 


admin Inj 

Inj Volume 

D:\HPCHEM\1\SEQUENCE\REG9P0S.S 
D:\HPCHEM\1\METHODS\ROUTINE.M 
9/10/2009 4:20:57 PM by admin 


27 

Vial 27 
1 

1 pi 


FiOl A, (MAY06V05180627.D) 


pA 1 


i 


450- 
400- 
350 j 
300 H 
250-'! 


200 -! 
150 ^ 
100 “ 
50 - 


T 

4 


i - 1 -*-*- 1 -■- 1 - ? —: 

a_ 10 m l- 


Normalized Percent Report 


Sorted By : Signal 
Multiplier : 1- 0000 
Dilution : 1.0000 


Area Percent Report 


Sorted By 

Multiplier 

Dilution 


Signal 1: FID1 A, 

Peak RetTime Type Width 
H [min] [min] 


Signal 
1,0000 
1,0000 . 



Area 
[ pA* s] 

Height 

[pA] 

Area 

% 


1 1,112 BB S 0,0121 5.27130e4 6.77S61e4 1.000e2 


Totals : 5.27130e4 6,77561e4 

Results obtained with enhanced integrator! 


*** End of Report * * 


kgilent6890_unit2296 11/24/2009 11:42:32 PM admin 


Page 1 of 1 

Folk OIG PRR 049921 
































Data File D:\HPCHEM\1\DATA\MAY06\05180628.D 


Sample Name: 15078-21 


Injection Date 
Sample Name 
Acq. Operator 

Sequence File 
Method 

Last changed 


11/24/200 9 11:47:45 PM Seq, Line : 28 

mm Location : Vial 28 

admin Inj ; 1 

Inj Volume : 1 pi 

D:\HPCHEM\1\SEQUENCE\REG9P05.S 
D:\HPCHEM\1\METH0DS\R0UTINE.M 
9/10/2009 4:20:57 PM by admin 


FID1 A, (MAY06<£5180628,D) 


pA 

450 

400 
350 
300 “ 
250 ^ 
200 - 
150- 
100 
50 




g> 

8 

i 


■ 


10 


nv; 


Normalized Percent Report 


Sorted By : Signal 
Multiplier : 1.0000 
Dilution : 1.0000 


Area Percent Report 


Sorted By 

Multiplier 

Dilution 


Signal 
1.0000 
1.0000 


Signal 1: FID1 A, 

Peak RetTime Type Width Area Height 

# [min] [min) [pA*s] [pA] 


Area 

% 


1 1.113 BB S 0.0136 5,72882e4 6,27937e4 97.81625 

2 4.059 BB 0.0155 383.83682 389.54971 0.65538 

3 4.904 BB 0.0155 895.12378 910.85254 1.52837 

Totals : 5.8567le4 6.4094le4 

Results obtained with enhanced integrator! 


*** End of Report *** 


tgilent6B90__unit2296 11/24/2009 11:59:46 PM admin 
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Folk OIG PRR 049922 




























Data File D:\HPCHEM\1\DATA\MAY06\05180629.D 


Sample Name: 15078-22 


Injection Date 

: 11/25/2009 12:05:03 AM 

Seq, Line 

: 29 

Sample Name 

: HHHHH 

Location 

; Vial 29 

Acq. Operator 

i admin 

Inj 

: 1 



Inj Volume 

: 1 pi 

Sequence File 

: D:\HPCHEM\1\SEQUENCE\REG9P05.S 



Method 

! D:\HPCHEM\1\METH0DS\R0UTINE.M 



Last changed 

: 9/10/2009 4:20:57 PM by admin 





Sorted By 

Multiplier 

Dilution 

Normalized Percent Report 

: Signal 
: 1.0000 
: 1.0000 







Area Percent 

Report 


Sorted By 

: Signal 



Multiplier 

: 1.0000 



Dilution 

: 1.0000 



Signal 1: FID1 A, 




Peak RetTime Type 

Width Area 

Height 

Area 

# [min] 

[min] [pA*s] 

(PA) 

% 

_ w I 

i — i 

1 1.113 BB S 

0.0144 5.6614 3e4 

1 

6.35296e4 

1 

97.89150 

2 4.060 BB 

0.0151 368.31506 

388.21536 

0,63685 

3 4.904 BB 

0.0154 851.10815 

871.35590 

1,47165 

Totals : 

5.7 8338e4 

6.47892e4 


Results obtained 

with enhanced integrator! 



*** End of Report *** 


,gilent6890_unit2296 11/25/2009 12:17:04 AM admin 
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Sample Name: 15078-2 


rata File D:\HPCHEM\1\DATA\MAY06\0518G630.D 


Injection Date 

: ^25/2009 12:22:17 AM 

Seq. Line 

30 

Sample Name 

: hhhehii 

Location 

Vial 30 

Acq. Operator 

: admin 

Inj 

1 



Inj Volume 

1 pi 


Sequence File : D:\HPCHEM\1\SEQUENCE\REG9P05.S 
Method : D:\HPCHEM\1\METH0DS\ROUTINE.M 

Last changed : 9/10/2009 4:20:57 PM by admin 



Normalized Percent Report 


Sorted By : Signal 
Multiplier : 1.0000 
Dilution : 1.0000 


Area Percent Report 


Sorted By 

Multiplier 

Dilution 


Signal 1: FID1 A, 

Peak RetTime Type Width 
# [min] [min] 


1 1.113 BB S 0.0147 

2 4.060 BB 0.0155 

3 4.902 BB 0.0140 


Signal 
1.0000 
1.0000 


Area Height Area 

[ pA* s] [pA] % 


,84 48le4 6.35476e4 98.29699 
364.19775 370.25525 0.61250 
648.42322 689,08044 1.09051 


Totals 


5.94 607 e4 6.46070e4 


Results obtained with enhanced integrator! 


*** End of Report *** 


-giient6890_unit2296 11/25/2009 12:34:18 AM admin 
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Data File D:\HPCHEM\1\DATA\MAY06\05180631.D 


Sample Name: 15078“"'; 


Injection Date 
Sample Name 
Acq, Operator 

Sequence File 

Method 

Last changed 


12:39:35 AM Seq. Line 

Location 
Inj 

Inj Volume 

D:\HPCHEM\1\SEQUENCE\REG9P05, S 
D:\HPCHEM\l\METHODS\ROUTINE.M 
9/10/2009 4:20:57 PM by admin 



: admin 


31 

Vial 31 
1 

1 Hi 



Normalized Percent Report 


Sorted By 

Multiplier 

Dilution 


Signal 

1.0000 

1.0000 


Area Percent Report 


Sorted By 

Multiplier 

Dilution 


Signal 
1.0000 
1.0000 


Signal 1: FID1 A, 


Peak RetTime Type 
# [min] 


1 1.113 BE S 

2 4,060 BB 

3 4.905 BB 


Width Area Height Area 

[min] [pA* s] [pA] l 


0.0127 5.42877e4 6.53484e4 97.37244 
0.0162 434.23035 414.92078 0.77885 
0.0174 1030.70105 969.95496 1.84870 


Totals 


5.57 526e4 6.67333e4 


Results obtained with enhanced integrator! 


* * * End of Report *** 


Page 1 of 1 

Folk OIG PRR_049925 


gilent6890_unit2296 11/25/2009 12:51:36 AM admin 




















Sample Name: 15078-25 


Data File D:\HPCHEM\1\DATA\MAY06\05180632.D 

11/25/2009 12:56:55 AM Seq. Line : 32 

■Hi Location : Vial 32 

admin Inj : 1 

Inj Volume : 1 pi 

Sequence File : D:\HPCHEM\1\SSQUENCE\REG9P05.S 

Method : D:\HPCHEM\l\METHODS\ROUTINE.M 

Last changed : 9/10/2009 4:20:57 PM by admin 


injection Date 
Sample Name 
Acq. Operator 



s 


10 


mV 


Normalized Percent Report 


Sorted By : Signal 
Multiplier : 1.0000 
Dilution : 1.0000 


Area Percent Report 


Sorted By 

Multiplier 

Dilution 


Signal 

1.0000 

- 1.0000 


Signal 1: FID1 A, 

Peak RetTime Type Width Area Height Area 

# [min] [min] [pA*s] [pA] % 


1 1*113 BB S 0.0145 5.78413e4 6.42247e4 98.69897 

2 4.057 BB 0.0150 233.30894 247.92497 0.39811 

3 4.900 BB 0.0146 529.14496 580.96954 0.90292 

Totals : 5.86037e4 6.50536e4 

Results obtained with enhanced integrator! 

*** End of Report *** 


Page 1 of 1 

Folk OIG_PRR_049926 


Agilent6890_unit2296 11/25/2009 1:08:56 AM admin 
































Data FUe D:\HPCHEM\1\DATA\MAY06\05180633.D 


Sample Name: B09-15078-2 


Injection Date 
Sample Name 
Acq. Operator 

Sequence File 

Method 

Last changed 


11/25/2009 1: 14:12 AM Seq. Line : 33 

Location : Vial 33 
Inj 1 

Inj Volume : 1 pi 

D:\HPCHEM\l\SEgUENCE\REG9P05.S 
D:\KPCHEM\l\METHODS\ROUTINE.M 
9/10/2009 4:20:57 PM by admin 



Normalized Percent Report 


Sorted By : Signal 
Multiplier : 1.0000 
Dilution : 1 ,0000 


Area Percent Report 


Sorted By 

Multiplier 

Dilution 


Signal 

1.0000 
1.0000 , 


Signal 1: FID1 A, 

Peak RetTime Type Width 
# [min] [min] 


1 1.113 BB S 0,0141 

2 4,058 BB 0.0149 

3 4.902 BB 0.0143 


Area Height Area 

[pA*s] [pA] % 


.54 9Q6e4 6.43497e4 98.20077 
311.52130 333.84668 0.55129 
705.17413 730.49194 1.24794 


Totals : 5.65073e4 6.54140e4 

Results obtained with enhanced integratorf 

*** End of Report *** 


Page 1 of 1 

Folk OIG PRR_049927 


Agilent6890_unit2296 11/25/2009 1:26:13 AM admin 





























Data File D:\HPCHEM\1\DATA\MAY06\05180634.D 


Injection Date 
Sample Name 
Acq, Operator 

Sequence File 

Method 

Last changed 


11/25/2009 1:31:27 AM Seq. Line 

O Location 


admin Inj 

Inj Volume 

D:\HPCH£M\1\SEQUENCE\REG9PQ5. S 
D:\HPCHEM\l\METHODS\ROUTINE.M 
9/10/2009 4:20:57 PM by admin 


34 

Vial 34 
1 

1 pi 


Sample Name: O 


FID 1 A, (MAY06\05180634.D) 

PA ] I 

450- 

400 ^: 

350- 
300 j 
250- 
200 - 
150 - 
IOC- 
50^ 


T 

4 


T 

6 


Normalized Percent Report 


T ' r” 

8_10 


rr:. 


Sorted By : Signal 
Multiplier : 1.0000 
Dilution : 1.0000 


Area Percent Report 


Sorted By 

Multiplier 

Dilution 


Signal 1: FID1 A, 

Peak RetTime Type Width 
ft [min] [min] 


1 1.112 BB S 0.0130 

Totals : 


Signal 

1.0000 

1.0000 


Area Height Area 

[pA*s] [pA] % 


5.56598e4 6.48416e4 1.000e2 

5,56598e4 6.48416e4 


Results obtained with enhanced integrator! 


*** End of Report *** 


Page 1 of 1 
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Agilent6890_unit2296 11/25/2009 1:43:28 AM admin 




































Data File D:\HPCHEM\1\DATA\MAY06\0518Q635.D 


Sample Name: COKE/CODEINE' 


Injection Date 
Sample Name 
Acq. Operator 

Sequence File 

Method 

Last changed 


: 11/25/2009 1:48:45 AM Seq. Line 

: COKE/CODEINE Location 

: admin Inj 

Inj Volume 

: D:\HPCHEM\1\SEQUENCE\REG9P05.S 
: D:\HPCHEM\l\METHODS\RQUTINE.M 
: 9/10/2009 4:20:57 PM by admin 


35 

Vial 35 
1 


1 pi 




Normalized Percent Report 


Sorted By : Signal 
Multiplier : 1.0000 
Dilution : 1.0000 


Sorted By 

Multiplier 

Dilution 


Area Percent Report 


Signal 
1.0000 
1.0000 


Signal 1: FID1 A, 


Peak RetTime Type 
■# [min] 


1 1.112 BB S 

2 4.895 BB 

3 5.637 BB 


Width Area Height Area 

[min] [pA* s] [pA] l 


0.0132 5.37119e4 6.82060e4 99.37985 
0.0143 216.77559 244.82440 0.40109 
0.0171 118.39910 105.25649 0.21907 


Totals : 5.40470e4 6.85561e4 

Results obtained with enhanced integrator! 

*** End of Report *** 


Agilent6890_unit2296 11/25/2009 2:00:46 AM admin 
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Sample Name 


Data File D:\HPCHEM\l\DATA\MAY06\05l80636.D 


Injection Date 
Sample Name 
Acq, Operator 

Sequence File 

Method 

Last changed 


11/25/2009 2:06:07 AM Seq. Line 

0 Location 


: admin Inj 

Inj Volume 

: D:\HPCHEM\1\SEQUENCE\REG9P05,S 
: D:\HPCHEM\l\METHODS\ROUTINE.M 
: 9/10/2009 4:20:57 PM by admin 


36 

Vial 36 
1 


1 Pi 


FID1 A, (MAY06TO160636,0) 


pA^ 

<2 

i 

450- 


400- 


350- 


300 j 


250 c 


200 j 


150- 


100^ 

i 

1 

50 - 



f l 1 ! I ! -> 

0 2 4 6 8 10 ni t 

Normalized Percent Report 


Sorted By : Signal 
Multiplier : 1.0000 
Dilution : 1.0000 


Area Percent Report 


Signal 

1.0000 

1.0000 


Signal 1: FIDl A, 




Peak RetTime Type 

Width 

Area 

Height 

# [min] 

[min] 

[pA*s ] 

[pA] 


1 1.113 BB S 0.0143 5.6270ie4 6.40321e4 1.000e2 

Totals : 5.62701e4 6.40321e4 

Results obtained with enhanced integrator! 

* * * End of Report *** 


Sorted By 

Multiplier 

Dilution 


Page 1 of 1 

Folk OIG_PRR_049930 


Agilent6890_unit2296 11/25/2009 2:18:08 AM admin 





















Area Percent / Library Search Report 


Information from 
File Name : 

Operator : 

Date Acquired 
Sample Name : 

Submitted by : 

Vial Number : 

AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q4-2009\SYSTEM4\ll_27_09\684704.D 

ASD 

27 Nov 2009 9:33 


BLANK 

1 

DRUGS 

RTE 


Se* 'v 

v?' 


5 ? 




Ret. Time 


Area Area % Ratio % 


* * *NO INTEGRATED PEAKS*** 


684704.D 


Tue Jun 28 08:06:37 2011 Page 1 


Folk_OIG_PRR 049931 



















Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q4-2009\SYSTEM4\11_27_09\684705.D 
ASD 

27 Nov 2009 9:47 

COCAINE STD 

5 

DRUGS 

RTE 


Abundance 

■ i 

2000000 | 
! 

1500000 

i loooooo, 

! 5000001 



02 


jrcrmrm.D 


bne-> 2.66 2.66 

3.00 3.50 4,66 ' 4.50 ' 5.00 

5.50 

6.00 

6.50 7.66 7.50 8.66 8.50 ‘ 9.00 ’ 9.50 

Ret. Time 

Area 

Area 

O, 

"o 

Ratio % 

4.017 

2012244 

100 . 

00 

100.00 


684705.D Tue Jun 28 08:06:40 2011 Page 1 


FolkJ3IG__PRR 049932 















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2009\SYSTEM4\ll_27_09\684705.D 

ASD 

27 Nov 2009 9:47 

COCAINE STD 

5 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW__T0X2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


4.02 C:\DATABASE\SLI.L 
COCAINE 


000050-36-2 99 


Abundance 


8 ? 


Average df3,996 to 4T44" mini.; 684705. D(-) 


80: 


182 


60: 


40! 


20 ; 


! 42 


55 


68 | :! 


94 


105 


122 


ol —u..iAr-. T-j-! ! Ul-j 


138 152 166 


198 


303 


272 

210221 242253 | 283 


325 


;n/z-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 


382 
3^0 380 


Abundance 


8? 


#297“CUCAINE 


80; 


60 i 


182 


401 

201 42 
0 


94 


105 

i 


55 68 11 i i i 

r ]\ j j lj 1 .Jl:;jj, . J.ij: 

122 

135 166 

198 

214 

244 

259 

272 

303 

60 80 100 

120 

140 160 180 

200 

220 

240 

260 

260 

300 320 346 360 366 


684705.D Tue Jun 28 08:06:40 2011 


Page 2 


Folk_OIG_PRR_049933 






















Area Percent / Library Search Report 


Information from Data File: 


File Name : F:\Q4-2009\SYSTEM4\11_27_09\684706.D 

Operator : ASD 

Date Acquired : 27 Nov 2009 10:01 

Sample Name : BLANK 

Submitted by : KAC 

Vial Number : 1 

AcquisitionMeth: DRUGS 

Integrator : RTE 


Abundjgjjjy TfCT: B84706.D 



Ret. Time Area Area % Ratio % 

***NO INTEGRATED PEAKS*** 


684706.D Tue Jun 28 08:06:43 2011 Page 1 


Folk OIG PRR 049934 























Area Percent / Library Search Report 


Information from 
File Name : 

Operator : 

Date Acquired : 

Sample Name : 

Submitted by 
Vial Number : 

AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q4-2009\SYSTEM4\ll_27_09\684716.D 
ASD 

27 Nov 2009 12:18 

BLANK 
CBS 
1 

DRUGS 

RTE 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


684716.D Tue Jun 28 08:06:51 2011 Page 1 


Folk_OIG_PRR 049935 





















Area Percent / Library Search Report 


Information from 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


Data File: 

F:\Q4-2009\SYSTEM4\11 

ASD 

27 Nov 2009 12:31 


CBS 
17 

DRUGS 

RTE 


27 09\684717.D 


'Abundance 

F 

4 

02 

TIC: 1334717'D" 


i 4000000 [ 




! 

1 i 

| 3000000; 

j i 

| 



! 


2000000 ! 

1000000 


lTime~> 2,00 2.50 

3.00 ' 3.50 4.00 4.50 5.00 

5.50 6.00 

6.50 7.00 7.50 ’ 8.00 8.50 9.00 ‘ 9.50 

Ret. Time 

Area 

Area % 

Ratio % 

3.263 

2047390 

31.29 

45.54 

4.025 

4495578 

68.71 

100.00 


684717.D Tue Jun 28 08:06:54 2011 Page 1 


Folk OIG PRR 049936 












Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2009\SYSTEM4\11_27_09\684717.D 

ASD 

27 Nov 2009 12:31 


CBS 

17 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality 
Minimum Quality 

: 90 
: 90 

PK# RT Library/ID 

CAS# 

Qual 


3.26 C:\DATABASE\NIST98.L 

Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 99 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 97 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 97 


Abundance 


80 


60 


40! 


73 


101 


.Tiverage ^ i T.UJ-)' 

148 


204 


121 


20 


: Uo 

m fz-> 40 


51 


?$ i 


J!44 


89 


jjj.135 , jj.158 


176 


187 


220 243 


281 


325 


380 


Wo ' 80 100 120 140 160 m 200 220 240 260 280 3(1)0 320 340 3&D 380 


jAbundarice 


80 [ 


60 ^ 


lf840397Trnidazo[2"; 1 -b]11Tiazble; “273;5; 63 c 
204 

148 


40: 


73 

i 


101 


20 j 


! 1 127 | 



1 ! 51 


8 P J ! 176 



! i ; ; 

< f) - , 

62 

J4.ill ..i.,. . ! 159.[ 189 , ; !i 



m/z-> 40 

60 

80 100 120 l40 160 l66 200 

220 240 260 280 ' 

300 320 340 360 380 

684717.D 


Tue Jun 28 08:06:55 

2011 

Page 2 


Folk_OIG_PRR_049937 




















Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2009\SYSTEM4\ll_27_09\684717.D 

ASD 

27 Nov 2009 12:31 


CBS 

17 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_T0X2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


4.02 C:\DATABASE\SLI.L 
COCAINE 


000050-36-2 99 


Abundance 


8 ? 


Average of 3.998 to 4.1Wfrm: W47T7U (-) 


80 i 


60; 


182 


40 j 


20 


42 


j 94 


105 

I 

j 


55 


68 


ta/z~> V 40 ’ 60 80 100 ’ l20 140 160 180 ' 200 ‘ 220 240 260 280 300 320 340 360 


122 

| 

198 

| 

135 152 166 | 


TJo 

140 160 180 

260 


303 

272 i 

214 22 7 242 260 i 288 i A 327 


370 


Abundance 


80 j 


82 


wgrcouAiNF. 


60 


40 


182 


94 



j 

1 105 

t r 









20 

i 

42 1 

: j . 

:. j 

v j i 









! 0 
jm fz--> 

! 55 68 | ,• 

: h JM -A M 

: ; l 

100 

122 

.it.L , 

135 152 166 


198 

214 

244 

272 

259 i, 

303 j 

40 60 80 

120 

140 160 180 

200 

' 220 

240 

260 280 

300 320 340 360 j 


684717 . D 


Tue Jun 28 08:06:55 2011 


Page 3 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMe t h 
Integrator 


F:\Q4-2009\SYSTEM4\11_27_09\684718.D 

ASD 

27 Nov 2009 12:45 


CBS 

18 

DRUGS 

RTE 


Abundance 

j 4t02 

i i 

I 4000000I 

I ! I 

; 3000000; j 

: J 


2000000 : 


3.26 1 

j iooooooi ! I 

{ | | jj 

■ j | :1 

Time--> ° 2.00 2.6o _ 3.00 ' 3.50* ' 4.00 ' 4.50* 5.0 0 


TitFB84718.0 


5.50 6.00 6.50 7.66 7.60 8.00 


8.6o 


9.00 



Ret. Time 

Area 

Area % 

Ratio % 

3.263 

1503937 

24.58 

32.59 

4.024 

4614238 

75.42 

100.00 


684718.D Tue Jun 28 08:06:58 2011 Page 1 


Folk_OIG_PRR_049939 











Area Percent / Library Search Report 


Information from Data File: 


File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


F:\Q4-2009\SYSTEM4\11_27_09\684718.D 

ASD 

27 NOV 2009 12:45 


CBS 

18 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW TOX2.L 
C :\DATABASE\ N IST9 8. L 


PK# RT 


Minimum Quality: 90 
Minimum Quality: 90 


Library/ID 



CAS# 

Qual 

2,3,5,6 -tet 

006649-23-6 

98 

2,3,5,6-tet 

006649-23-6 

97 

2,3,5,6-tet 

006649-23-6 

97 


3.26 C:\DATABASE\NIST98.L 


Abundance 


80: 


73 


148 


Average of372"42To 3.42T min.; 6847TS1J(-) 


204 


60^ 


401 


20 


0 :. j i . i i i i i i i p 

m/z-> 40 60 80 



101 


; 121 

f | ! 

51 

! 89 *1 M 

j ! . : * ; : ! 

j ! j i\ ; j 

A kU 

1J UjM35j 


176 


281331 377 

280 300 3^0 340 360 3^0 


4321 


400 420 


Abundance 


7/84039: ImTda^^ltbiazd^ 
204 

148 j 


80 


80; 


40: 


20^ 


73 


101 


127 


51 


h 89 !. 


M 11.S 


176 
j 189 


40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 420 

684718.D Tue Jun 28 08:06:59 2011 Page 2 


Folk OIG PRR 049940 



















Area Percent / Library Search Report 


Information from Data Pile: 

File Name : F:\Q4-2 0 09\SYSTEM4\ll_27__0 9\6 84 718.D 

Operator : ASD 

Date Acquired : ^^Noj^^009 12:45 

Sample Name : 

Submitted by : CBS 

Vial Number : 18 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Search Libraries 


C:\DATABASE\SLI.L 
C:\DATABASE\PMW_T0X2.L 
C:\DATABASE\NIST98.L 


Minimum Quality: 90 
Minimum Quality: 90 


PK# RT 


Library/ID 


CAS# 


Qual 


4.02 C:\DATABASE\SLI.L 

COCAINE 


000050-36-2 


99 


Abundance 


80! 


80 = 


8? 


Average of 3.99310 4JJ9Tnm: 684718;0“(-) 


182 


40 f 


94 

! 105 


20 


42 


0 ,4 
in/z~> 40 

55 67 

j:|. hi, i.5 

122 

140 152 166 


198 

; 212223 260 

‘•"n : : " 

60 

80 i 00 

120 

140 160 

160 

'260 220 240 260 

Abundance 






¥29: COCAINE 

80 i 

: ] 





182 



303 


272 


289 


331 


403 I 
380 4001 


601 


40 


201 42 


I 94 

L ! los 


55 68 


684718 .D 


: i: 1 122 

! ;| : | ] i : 

135 152 166 

| 

j 

198 

214 

244 

272 

259 

303 


80 ' 160 120 

140 160 

, -f-T- r 

180 

206 

220 

240 

260 260 

300 

320 340 360 380 400 

Tue 

Jun 28 

08 : 

07 : 

00 

2011 



Page 3 


Folk OIG PRR 049941 





















Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2009\SYSTEM4\ll_27_09\684719.D 

Operator : ASD 

Date Acquired : 27 Nov 2009 12:58 

Sample Name : 

Submitted by : CBS 
Vial Number : 19 

AcquisitionMeth: DRUGS 
Integrator : RTE 


4 o3 ". TIC: 684719.D 

i 4000000) 

| 3000000- I 

1 'i j 

I | | 

1 2000000 s 3.27 

; : | ■ 

I 1000000; 

j i ,'j ; 

hmc-> ° ZOO 2.50 3.00 ' 3.50 4.00 4^50 ' 5.5oT.5.50 ‘6.00 ' 6.50 7.00 7.50 &00 8.50 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

3.266 

2352351 

30.08 

43.03 

4.027 

5467395 

69.92 

100.00 


684719.D Tue Jun 28 08:07:02 2011 Page 1 


Folk OIG PRR 049942 







Area Percent / Librai'y Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4~2009\SYSTEM4\ll_27_09\684719.D 

ASD 

27 Nov 2009 12:58 


CBS 

19 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW__TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 

PK# RT Library/ID CAS# Qual 


3.27 C:\DATABASE\NIST98.L 

Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 98 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 97 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 97 


Abundance 


148 


AveFage ofX239 to 3:4*35 min.1 STETf j 


80! 


60 ; 


40 


20 


51 


rn/z~> ° 40 60 80 l6o 120' l40 160 180 200 220 240 260 280 3<k) 320 340 360 380 400 420 440 460 

Abundance 

i I 148 

! 80 


73 


101 


1 ■ 88 : |j 


204 


121 

i 


ill 176 

135 ; 161 ; 189 


225 249 


281 297 


341 


402 


472 


"W4039T "2,3,5 t 'GPletral7ydrb-6-phe ny!- 

2Q4 


60 ; 


40 


73 101 

\ 5 

j 

20 


i : 

i | 

127 

i 

51 

fi 8p | 

176 

1 0 

! j , j t 

; j.U, , / . 189 

40 ' 60 

'To ioo 

120 140 160 180 200 


460 


684719.D Tue Jun 28 08:07:03 2011 


Page 2 


FolkJ3IG__PRR 049943 


























Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2009\SYSTEM4\ll_27_09\684719.D 

ASD 

27 Nov 2009 12:58 


CBS 

19 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST 9 8.L 


PK# RT Library/ID 


CAS# Qual 


4.03 C:\DATABASE\SLI.L 
COCAINE 


000050-36-2 99 


Abundance 


80; 


82 


Average of 3.“9Wfo 4;043 min ::“6S47T9.C> (-) 


182 


60 


40! 


20 : 


42 


51 


94 


105 


68 


GU 

m/z~> 40 

Abundance" 


122 

! 135 147 155 166 


.. J. 


198 


303 


272 


207 216 230 240 258 


288 


50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 210 220 2i0 240 250 260 270 280 2^0 300 

. ^.".. ...#29: COCA1NF 

82 


80 


60 } 


40; 


20 i 


! 42 


! 51 

i! ; j,L 


94 


105 


68 


122 


IH PI fill!., j-.{114 j.j ^ .| it 

50’ 60 7*0 80 90 l6o ilo 120 130 140 l50 160 1 70 180 1 90 200 210 220 230 240 250 26o 270 280 290 360 


40 


182 


135 152 166 


198 


214 


244 259 


272 


303 


684719.D 


Tue Jun 28 08:07; 04 2011 


Page 3 


Folk_OIG_PRR_049944 























Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2009\SYSTEM4\ll 27_09\684720.D 
ASD 

27 Nov 2009 13:12 


CBS 

20 

DRUGS 

RTE 


Abundance 



.TfC; 684720.D" 

8000000! 

4 

|03 

5000000 

4000000 

3000000 

2000000 

3.27 

j 

1 

1000000 ! 

j ! 

I 0 

; 



2.00 2.ko 3.00' 

' 3.50 4.00 4.50 5.00 5.50 6.00 6.50 7.&0 7,50 8.00 8.50 9.00 9.5 


Ret. Time 

Area 

Area % 

Ratio % 

3.268 

3551893 

29.47 

41.78 

4.035 

8502361 

70.53 

100.00 


684720.D Tue Jun 28 08:07:06 2011 Page 1 


Folk OIG PRR 049945 












Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMe t h 
Integrator 


F:\Q4-2009\SYSTEM4\11_27_09\684720.D 

ASD 

27 Nov 2009 13:12 


CBS 
20 

DRUGS 

RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality 
Minimum Quality 

: 90 
: 90 

PK# 

RT Library/ID 

CAS# 

Qual 


3.27 C:\DATABASE\NIST98.L 

Imidazo[2,1-b] fchiazole, 2,3,5,6-tet 006649-23-6 98 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 98 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 97 


Abundance 


Average of 372^1 to 3.442 mTh7: W4720:D (-) 


! 


80! 


60; 


40: 


20 ! 


) 


73 


101 


121 


0 \ 


204 


rn/z--> 
Sundance 

80 i 


i, 

51 ! i 89 

j { 1 j 

if i| 

! | 

1 [ 

C 135 ■ 160 

176 1 

188 0 218 251. 

281 

341 

356 

417 

eb 80 100 120 140 160 

160 200 220 240 260 

280 300 

320 340 

36o' 

380 400 


#84039': lmidazof2U-b]{li'iazo]e7Z3,5,6-tetrabydro-6-pheny 1 : 
2Q4 

148 


60 { 


40 i 


73 


101 


1 20 



127 ! 



' 51 

89 1 

S j j.l 


176 

0 

: J; i 

i , j. . * . 


. ., 189.•• J 


m/z~> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 

684720.D Tue Jun 28 08:07:07 2011 Page 2 


Folk_OIG_PRR_049946 

























Area Percent / Library Search Report 


Information from 
File Name : 

Operator : 

Date Acquired : 

Sample Name : 

Submitted by 
Vial Number : 

AcquisitionMeth: 
Integrator 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 

PK# RT Library/ID CAS# Qual 


Data File: 

F:\Q4-2009\SYSTEM4\11_27_09\684720.D 

ASD 

2^OV 2009 13:12 

20 

DRUGS 

RTE 


4.03 C:\DATABASE\SLI.L 
COCAINE 


000050-36-2 99 


Abundance 


80 


6(0 


40! 


20 ; 


42 


55 


82 


94 


Average of”3T9921o 4.051 min.; 684720.D (T 
182 

i 


67 | 1 si 108 


122 


303 


198 


152 irr 272 

138 , 1bb J; ; 212 226237 280 | 291 l 


330 


405 ; 


40 tiT 80 ”160 120 140 160 180 200' 220 240 260 280 360 320 340 360 380 400 


Abundance 


82 


#29rCOCAINE 


80! 


60; 


182 


40 i 


94 


201 42 

1 :• 

ji ! 

j | 

55 68 ! j 

1 : i ■; 

j 108 

oi-A« 

Mil - , ;=!• 

•T 1 | -i—r-’ r •! (-:•••• 

i j 

40 

60 80 

100 


1 22 

, 135 M 166 


198 2?2 

I 214 244 259 j 


303 


260 300 320 340 360 380 400 


684720 .D 


Tue Jun 28 08:07:08 2011 


Page 3 


Folk_OIG_PRR_049947 


















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2 009\SYSTEM4\11__27_09\684721 .D 
ASD 

27 Nov 2009 13:26 


CBS 

21 

DRUGS 

RTE 


Abundance 
! 4000000 

; 3000000| 

2000000 : 

I 

; \ 

\ i 

; 1000000I 


3.26 

I 

1 


4j03 


7TC: 68472T"D" 


Time-> 2.00 2.^6 3,00 3.50 4.00' 4.50 "~5.i)0 oS) 6.00 6.50 7.00 7.50 8.30^8.50 9.5o"jrbo 


Ret. Time 

Area 

Area % 

Ratio % 

3.264 

1960185 

27.45 

37.84 

4.026 

5179918 

72.55 

100.00 


684721.D Tue Jun 28 08:07:10 2011 


Page 1 


Folk OIG PRR 049948 










Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2009\SYSTEM4\.11J27_0 9\684721 -D 
ASD 

27 Nov 2009 13:26 

CBS 

21 

DRUGS 

RTE 


Search Libraries 


3: C:\DATABASE\SLI.L 

C:\DATABASE\PMW TOX2.L 
C:\DATABASE\NIST98.L 

Library/ID 


Minimum Quality: 90 
Minimum Quality: 90 


CAS# 


Qual 


3.26 C:\DATABASE\NIST98.L 

Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 


Abundance 


Average of372*31o3.42S rrm:'W472T1XTR 

148 


11 140 ; 157165 j 186 195 J 


0 j . . r*W ; j-r! : H i !'i : j ii < jiS'.-jlt. [ jiJ J | i-'. i .. : ‘i , r ;''P r: • : i j-rri-f] i ’ > t ; V'" ! ' f “ r — ) ! ‘ " 

m/z-> 40 50 60 70 80 90 100 110 lip 130 140 150 l60 170 180 190 200 210 220 230 240 250 260 270 280 

Abundance #84'0'35nrni3azo[2 > 1-b]thiazo!er2^';5,'6-tetrahydro-6-pbefiyP 

; 2Q4 

i 148 


“j 

! | 

51 63 

| 1 89 

1 i i 


! 


! | 

117 ! 

i 

176 

i i 

1 Or i 


i? 1 • . 

. ; :i 109 

- 135 

Jh 157 167 ! 185 


40 50 60 70 80 90 100 1i0 120 130 llO 150 160 170 180 190 200 210 220 230 240 250 260 270 280 


684721 .D 


Tue Jun 28 08:07:11 2011 


Page 2 


Folk OIG PRR 049949 





















Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2009\SYSTEM4\ll_27_09\684721.D 

Operator : ASD 

Date Acquired : 2'^Nov 2009 13:26 

Sample Name : 

Submitted by : CBS 
Vial Number : 21 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 

PK# RT Library/ID CAS# Qua! 


2 4.03 C:\DATABASE\SLI.L 

COCAINE 000050-36-2 99 




































Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2009\SYSTEM4\11_27_09\684722.D 
ASD 

27 Nov 2009 13:40 

BLANK 
CBS 
1 

DRUGS 

RTE 



Ret. Time Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


684722.D Tue Jun 28 08:07:15 2011 Page 1 


Folk_OIG_PRR_049951 






























Area Percent / Library Search Report 


Information from Data File: 


File Name 

F:\Q4-2009\SYSTEM4\11 27 09\684723.D 

Operator 

ASD 

Date Acquired 

27 Nov 2009 13:54 

Sample Name 

BLANK 

Submitted by 

CBS 

Vial Number 

1 

AcquisitionMeth 

DRUGS 

Integrator 

RTE 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


684723.D 


Tue Jun 28 08:07:19 2011 


Page 1 


Folk_OIG_PRR_049952 





























Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitioiiMeth 
Integrator 


F:\Q4-2009\SYSTEM4\11_27_09\684724.D 
ASD 

27 Nov 2009 14:08 

COCAINE STD 

CBS 


24 


DRUGS 

RTE 


Abundance 
| 2000000 

j .1500000 

! ) 

1000000j 

j 500000' 


4.02 


Tfcr'68'4724:tx 



o^ 


Time~> 2.00 2.50 3.00 3,50 4.00 4.50 5.00 5.50 6.00 


sUcT 


7.00 7.50 8.00 8.50 9 


3cT 


9.50 


Ret. Time 

Area 

Area % 

Ratio % 

4.017 

2258076 

100.00 

100.00 


684724.D Tue Jun 28 08:07:22 2011 


Page 1 


Folk_OIG_PRR 049953 









Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMe t h 
Integrator 


F:\Q4-2009\SYSTEM4\11_27_09\684724.D 

ASD 

27 Nov 2009 14:08 

COCAINE STD 
CBS 
24 

DRUGS 

RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality 
Minimum Quality 

: 90 
: 90 

PK# 

RT 

Library/ID 

CAS# 

Qual 

1 

4.02 

C:\DATABASE\SLI.L 

COCAINE 

000050-36-2 

99 


Abundance 


80; 




Average of 3.Wio"4:096 min : 6B4724.D <:j 


182 


60 


401 


42 


20 i 

i ! 

0-. h 

rn/2>:>_ 40 

jAbundance 

j 1 

j 80 

60 

i 

40 j 

! I 

20 ! 42 

| f' 

m/z--> 40 


94 . 

| 105 


i 

i 


55 


68 ; I 

■ I;: 


60 80 


122 


198 


303 


152 iflft 1 ! 272 

136 j 100 ] 208 222 242 259 i 285 


32 


TOO 1^0 140 160 ’ 180 200 ' 220 ’ 240 2&) 280 366 320 340 

.-#2STCOCAINE 


182 


355 j 

1 : ' i : 


94 

I 105 


.55 68 ; : ; j 

6 b 80 


122 

135 152 166 j 

198 

214 

244 

272 

259.: 

303 

i 

120 

140 160 180 

200 

220 

240 

260 280 

300 320 340 


684724.D 


Tue Jun 28 08:07:22 2011 


Page 2 


Folk_OIG_PRR_049954 




















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2009\SYSTEM4\11_27_09\684725.D 

ASD 

27 Nov 2009 14:22 

BLANK 
CBS 
1 

DRUGS 

RTE 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


684725.D Tue Jun 28 08:07:25 2011 


Page 1 


Folk OIG PRR 049955 




















Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2009\SYSTEM4\11_27_09\684726.D 

Operator : ASD 

Date Acquired : 27 Nov 2009 14:36 

Sample Name : 

Submitted by : CBS 
Vial Number : 26 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Abundance 

i 

6000000! 
i 5000000- 



TIC: 684726.D 


| 4000000j 
| 3000000j 
2000000 : : 


3.27 


j 10000001 


Q r | 


5.34 

| 

[rime-> 2.00 2.50 

3.00 3.50 4.00 4.50' 5.00 

5.50 6.00' 

' 6.50 7.56 7.50 8.00 8.50 9.66 9.50 j 

Ret. Time 

Area 

Area % 

Ratio % 

3.272 

4272607 

30.53 

44.73 

4.039 

9552366 

68.26 

100.00 

5.340 

168238 

1.20 

1.76 


684726.D 


Tue Jun 28 08:07:28 2011 


Page 1 


Folk_OIG_PRR 049956 










Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2009\SYSTEM4\ll_27_09\684726.D 

Operator : ASD 

Date Acquired : 2'^Nov 2009 14:36 

Sample Name : 

Submitted by : CBS 
Vial Number : 26 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Search Libraries: C:\DATABASE\SLI.L 

C: \DATABASES,PMW T0X2 . L 
C:\DATABASE\NIST98.L 

PK# RT Library/ID CAS# Qual 


Minimum Quality: 90 
Minimum Quality: 90 



Folk OIG PRR 049957 
























Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2009\SYSTEM4\ll_27_09\684726.D 

Operator : ASD 

Date Acquired : 2^N^_ 2009 14:36 

Sample Name : 

Submitted by : CBS 
Vial Number : 26 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 

PK# RT Library/ID CAS# Qual 


2 4.04 C:\DATABASE\SLI.L 

COCAINE 000050-36-2 99 























Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2009\SYSTEM4\ll_27_09\684726.D 

Operator : ASD 

Date Acquired : 14:36 

Sample Name : 

Submitted by : CBS 

Vial Number : 26 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Search Libraries: C:\DATABASE\SLI.L 

C : \ DATABASE \ PMW__T0X2 . L 
C:\DATABASE\NIST98.L 

PK# RT Library/ID 


Minimum Quality: 90 
Minimum Quality: 90 


CAS# Qual 



Folk OIG PRR 049959 




























Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2 009\SYSTEM4\11__27__09\684727.D 
ASD 

27 Nov 2009 14:49 


CBS 

27 

DRUGS 

RTE 


Abundance 


4 

03 

TIC: 684727.0 

4000000 





j 3000000 





: 2000000 

3.26 

1 


i 

! 


1 1000000 

1 

! 



A! 






Jime-o 2.00 2.50 ' 3.00 3.50 4.00 4.DO 5.00 5.50 6-6cT~ 6 t 07.00 7.50 8.00 8.50 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

3.259 

1828017 

27.23 

37.42 

4.026 

4885277 

72.77 

100.00 


684727.D Tue Jun 28 08:07:33 2011 Page 1 


Folk OIG PRR 049960 











Area Percent / Library Search Report 


Information from Data File: 


File Name : F:\Q4 

Operator : ASD 

Date Acquired : 27 No 

Sample Name : | 

Submitted by : CBS 

Vial Number : 27 

AcquisitionMeth: DRUGS 
Integrator : RTE 


F:\Q4 - 2009\SYSTEM4\ll__27_0 9\684 727 . D 
ASD 

27 Nov 2009 14:49 


Search Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW_TOX2.L 
C:\DATABASE\NIST98.L 


PK# RT 


Library/ID 


Minimum Quality: 90 
Minimum Quality: 90 


CAS# 


Qual 


3.26 C:\DATABASE\NIST98.L 

Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 
Imidazo{2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 


Abundance 


Average of 3.'2“431o~3",4'02 miri.:“8B4727".D' (-) 


j j| I, •,! j i yii 88 ,\_ J , ,.135 , 161 _j 189 Ji 21 8 253 331 _ 4 

m/z-> 40 ' 60 80 ’ 100 W'm 160 200 220 240 260 280 300 320340 360 380 400 420 440 


Abundance 


#84039:lmrdazo[2,1 -bjtblazole, 2,3,5 : &TeTrabydro-6-phenyl- 
2^4 

148 




rr\!z-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 420 440 


684727 .D 


Tue Jun 28 08:07:33 2011 


Page 2 


Folk OJG PRR 049961 






















Area Percent / Library Search Report 


Information from 
File Name : 

Operator 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q4-2009\SYSTEM4\11_27_09\684727.D 

ASD 

27NOV2009 14:49 

CBS 

27 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW_TOX2.L 
C:\DATABASE\NIST98.L 


Minimum Quality: 90 
Minimum Quality: 90 


PK# RT 


Library/ID 


CAS# Qual 


4.03 C:\DATABASE\SLI.L 
COCAINE 


000050-36-2 99 


Abundance 


80 


82 


Average of3.9¥4To 471137min684727.D (-) 


182 


60 


40 


20 


94 


105 


42 


i ] i 55 68 

O': U '77 ,1-llA 


Mi 


303 


122 

138 

155166 

V. CD 

Cb 

215 230 242 

272 

257 j 284.1; 

317 

355 j 

iid 

140 

l60180 ‘ 

200 

220 240 

.2&i.. 260 300 ’ 

320 ’ 

' 340 


Abundance 


80 


60 


8,2 


#29: COCAINE 


182 


94 


40 



l 



i ic 

| 20 

42 


i. 

1 

55 68 1 

; ! 

1 nj 

{. :| j;i|j ! •,!]:■ 1 

III: ! i jji . 

j , u 
m/z-> 

40 ' 5 60 

80 

100 


122 

I 135 152 166 


198 


214 


244 259 


272 


303 


340 


684727 . D 


Tue Jun 28 08:07:34 2011 


Page 3 


Folk OIG PRR 049962 



































Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2009\SYSTEM4\ll_27_09\684728.D 

ASD 

27 Nov 2009 15:03 


Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


CBS 

28 

DRUGS 

RTE 


Abundance 

! 1 

' 5000000; 

j 4000000!' 

3000000| 
! 20000001 
! iooooooi 


3.26 


03 


TIC: 6847287) 


frime~> 2.66 2,50 3*6o 

3.50 ’ 4.00 ’ 4.50 5.00 

iko ' 6.00 

6.50 7.00 7.50 8.00 '8.50 9.00 9.50 j 

Ret.. Time 

Area 

Area % 

Ratio % 

3.264 

2584971 

27.48 

37.89 

4.031 

6821883 

72.52 

100.00 


684728 .D 


Tue Jun 28 08:07:37 2011 


Page 1 


Folk OIG PRR 049963 











Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2009\SYSTEM4\11_27_09\684728.D 

ASD 

27 Nov 2009 15:03 


CBS 

28 

DRUGS 

RTE 


Search Libraries 


PK# 


RT 


C:\DATABASE\SLI.L 
C:\DATABASE\PMW_TOX2.L 
C:\DATABASE\NIST9 8.L 

Library/ID 


Minimum Quality: 90 
Minimum Quality: 90 


CAS# 


Qual 


3.26 C:\DATABASE\NIST98.L 

Imidazo[2,1~b]thiazole, 2,3,5,6-tet 006649-23-6 98 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 98 
Imidazo[2,1-b] thiazole, 2,3,5,6-tet 006649-23-6 97 


Abundance 


801 


60: 


40: 


20 ; 


73 


; OWi 

m 40 


1^8 


Average'of'"37243 to XSWmin.: 68472BXT (-) 


204 

I 


1 101 

121 

E 







: 89 

J !; i! i;: 

! 

1 


176 







1 135 

.160 

189 _ 

li 217 233245 

267 

355 

428 

T 80 1 i66 

120 

’ 140 

160 

180 200 220 240 

260 280 

300 320 340 360 

380 400 420 


Abundance 


80 j 


'#84039: Irriidazo^.T-bWiazoie. '2.S.SrO'-telraftydr o-6-pho nyI- 
204 

148 I 


60- 


40 j 


20 : 


73 


101 


127 


51 


0U. ! 

m/z-> 40 


684728 . D 


S9 . 


! i 


m 


176 


189 j-! : 


Yo Vo "lOO 120 ” 140 160 180 200 2^0 240 260 280 300 320 340 360 380 4C0 420 
Tue Jun 28 08:07:37 2011 Page 2 


Folk OIG PRR 049964 




















Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2009\SYSTEM4\ll_27_09\684728.D 

Operator : ASD 

Date Acquired : 2^Nov^^309 15:03 

Sample Name : 

Submitted by : CBS 
Vial Number : 28 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 

PK# RT Library/ID CAS# Qual 


2 4.03 C:\DATABASE\SLI.L 

COCAINE 000050-36-2 99 




















Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2009\SYSTEM4\ll_27_09\684729.D 

ASD 

27 Nov 2009 15:17 


CBS 

29 

DRUGS 

RTE 


Abundance 
■ 4000000- 

| 3000000^ 


4j02 

I 

j 

i 


TrC: 6847297D 


2000000 


1000000 


3-26 




ol 


jTime-> 2.00 ’ 2.50 3.00 ’ 

' 3.50 ’ 4.00 ’ 4.50 ' 5.00 

5.50 6.00 

6.50 ' 7.66 ‘ 7.50 ’ ' 8.00 8.50 9.00 9.50 

Ret. Time 

Area 

Area % 

Ratio % 

3.262 

1489766 

23.41 

30.56 

4.023 

4874127 

76.59 

100.00 


684729.D Tue Jun 28 08:07:41 2011 


Page 1 


Folk OIG PRR 049966 









Area Percent / Library Search Report 


Information from 

Data File: 



File Name : 

F:\Q4-2009\SYSTEM4\11 27 

0 9\684 72 9.D 


Operator : 

ASD 



Date Acquired : 

27 Nov 2009 15:17 



Sample Name : 




Submitted by : 

CBS 



Vial Number : 

29 



AcquisitionMeth: 

DRUGS 



Integrator : 

RTE 



Search Libraries 

: C:\DATABASE\SLI.L 

Minimum 

Quality: 90 


C:\DATABASE\PMW T0X2.L 
C:\DATABASE\NIST98.L 

Minimum 

Quality: 90 

PK# RT 

Library/ID 

CAS# 

Qual 


3.26 C:\DATABASE\NIST98.L 

Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 


Abundance 


Average 613.240 to 3UB9min.: 684729:0' (-) 


51 M 89 


0 -t~ r • t ' -t-t' Y ' - 

m/z-> 40 60 80 

Abundance 


ill: : i 1 I 176 I 

; j-\ j,! 135 16 0 _j_ 188 .239251 281 .... 435: 

100 120 140 160 7$0 266 220 240 260 280 300 320 340 360 380 400 420 j 

.!#84lE!l9Flmftazol?,T^ .. i 

2Q4 ! 


irv/~> 40 6fT 80 100 120 140 160 180 20? 220 2^0 260 280 300 320 340 3C0 380 400 420 
684729.D Tue Jun 28 08:07:41 2011 Page 2 


Tue Jun 28 08:07:41 2011 


Folk OIG PRR 049967 





















Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2009\SYSTEM4\ll_27_09\684729.D 
ASD 

27 NOV 2009 15:17 


CBS 

29 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


4.02 C:\DATABASE\SLI.L 
COCAINE 


000050-36-2 


99 


Abundance 


82 


Average of 3.997To 4^44 min. : 684720.0" (7. 


80! 

60 


182 


40 


20 


! 42 


51 


67 


04 


105 

i 

i 


122 


198 


303 ; 


272 


208 221 230 242 259 


281 


, . jfli :i ,11 I,, . s 138146 155 166 

0 , ji/i.UipJjj.j.j ri : j‘|44^“lOj-| l iT , .^44-. : ■ i’-i ! f • ■■."-}■ P- • . = I : j rr...... . s . . . , . 

m/z--> 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 210 220 230 240 250 260 270 280 290 300 


Abundance 


82 


1*29: COCAINE 


80- 


60 j 


40 


201 42 


51 


1 


68 


94 


105 


m/z~> 


:‘tWrt 


122 


182 

I 


135 152 166 


198 


214222 


244 259 


272 


303 


40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 210 220 230 240 250 260 270 280 290 300 


684729.D Tue Jun 28 08:07:42 2011 


Page 3 


Folk_OIG_PRR 049968 





















Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2009\SYSTEM4\11 27_09\684730.D 
ASD 

27 Nov 2009 15:31 


CBS 

30 

DRUGS 

RTE 


Abundance 


103 


TIC: 6B3730.D" 


i ; 

! 5000000 1 

i 4000000 : 

: | 

| 3000000 ; 

; 2000000 ; 

i 1000000 

I j 3.26 


blme--> 2 00 ' 2.50 

’ 3.00 3.50 4.00 4.50 5,00 

5 : 50 6.00 

6.50 7.00 7.50 8.00 8.50 9.00 9.50 

Ret. Time 

Area 

Area % 

Ratio % 

3.264 

655106 

7.74 

8.39 

4.031 

7803947 

92.26 

100.00 


684730.D Tue Jun 28 08:07:44 2011 


Page 1 


Folk OIG PRR 049969 










Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2009\SYSTEM4\11_27_09\684730.D 

Operator : ASD 

Date Acquired : 27 Nov 2009 15:31 

Sample Name 
Submitted by : CBS 

Vial Number : 30 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Search Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMWTOX2.L 
C:\DATABASE\NIST98.L 


Minimum Quality: 90 
Minimum Quality: 90 


PK# RT 


Library/ID 


CAS# 


Qual 


3.26 C:\DATABASE\NIST98.L 

Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 99 
Imidazo(2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 97 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 97 


Abundance 


80 


60 


40 


20 


73 


101 


121 




f 

51 i 

; II ! 

;; jv< 

! 88 , 5 I I 


148 


Average of 3.243 to 3364 min.: 684730.D (-) 


204 


176 

135 160 ; 189 


218 235 256 281 


443 


Vn/z-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 420 440 


Abundance 


80; 


60! 


40 ; 


20i 


51 


73 


101 


88 Jj; 


1^84U3^1midazcj[^ i-T^tfiiazole, 2 ,3,5,6-tetrahyd ro-6-p beny I - 
2Q4 

148 


127 


176 


189 


m/z-> 4b 60 8 ! 0 l66 120 i46”" 160 180 '266” 220 240 260 280’ 300 320 340 360 380 400 4&) 440 ; 


684730 .D 


Tue Jun 28 08:07:45 2011 


Page 2 


Folk OIG PRR 049970 































Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q4-2009\SYSTEM4\11 

ASD 

27 Nov 2009 15:31 


CBS 

30 

DRUGS 

RTE 


27 09\684730 . D 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


4.03 C:\DATABASE\SLI.L 
COCAINE 


000050-36-2 


99 


Abundance 


82 


Average of 3.9997o4.131 nm: 6847307D (-) 


SO; 


182 

j 


60 i 


401 


20 


42 


55 


94 


67 M 


m fz 


r -> 0 40 6 b "W 100^ 120 140 160 160 200 220 240 ' 260 280 300 


108 


122 


138 


152 166 


303 


198 


272 

215 230 244 260 ! 288 


341 389 405; 

340 360 360 400 j 


Abundance 


82 


#29: COCAINE 


801 


60 


182 


40 


94 


201 42 


684730 .D 


i 55 68 J: 

j ■ 1 ; h 

ft ! 122 

g 108 J 135 152 If 

J 

198 

214 

244 

272 

259 | 

303 


! 

0 ' 60 80 

100 120 140 160 

iik) 

200 

220 

240 

260 280 

300 

320 340 

360 380 400 ; 

.D 

Tue Jun 28 

08 

: 07 

: 45 

2011 



Page 

3 


Folk_OIG_PRR 049971 













Area Percent / Library Search Report 


Information from 
Pile Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F : \Q4-2009\SYSTEM4\11_27__0 9\684 731. D 
ASD 

27 Nov 2009 15:45 

BLANK 
CBS 
1 

DRUGS 

RTF 


Abundance -' TKJ: M4731.0 


3500: 



iime-> ° 2.00 2.50 3.00 3.50 4.00 4.50 5.00 5.50 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.50 


Ret. Time 


Area Area % Ratio % 


* * *NO INTEGRATED PEAKS*** 


684731.D Tue Jun 28 08:07:49 2011 


Page 1 


Folk OIG PRR 049972 
























Area Percent / Idbrary Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2009\SYSTEM4\ll_27_09\684732.D 

ASD 

27 Nov 2009 15:59 


CBS 

32 

DRUGS 

RTE 


Abundance 
5000000| 


4i03 


TfC: 684732.0 


| 4000000 
| 3000000 


| ' 

I 2000000; 


1000000 ; 

! 


3.26 



! ■ u -T’- > ' . i -- 

[Time--> 2.00 2.50 3.00 

3.50 4.00 ' 4.50 5.00 

’ 5.50 6.00 ’ 

6.56 ' 7.00 7.50 ‘ ‘ 8.00 8.50 9.00 9.50 i 

Ret. Time 

Area 

Area % 

Ratio % 

3.261 

535699 

7.62 

8.24 

4.028 

6498224 

92.38 

100.00 


684732.D Tue Jun 28 08:07:51 2011 


Page 1 


Folk_OIG_PRR 049973 








Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2009\SYSTEM4\ll_27_09\684732.D 
ASD 

27 Nov 2009 15:59 


CBS 

32 

DRUGS 

RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality 
Minimum Quality 

: 90 
: 90 

PK# 

RT Library/ID 

CAS# 

Qual 


3.26 C:\DATABASE\NIST98.L 

Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 98 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 97 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 97 


Abundance 


80 


60- 


40 


20 \ 


73 


101 


51 


89 


Oi 


N, Jii.SfiJli 


121 

i 


Average of 3."2“4tno 3.388 min.: 6847321) (-) 


148 


204 

I 


176 

iiiJL J,,135 . j 160 [ 187 


220 248 265 282 


343 


399 


Wz--> ^ 40^^60 ^60 100 120 14(T~ 160' 180 20o" 220 240 260 2^0 300 320 340 360 380 

Abundance 

j 148 

80 i 


184039: Fmidazof2?l -b]thiazofe, 2,3,5^teTrahy6ro*6-phenyi- 
2Q4 


60 


Ynlz- 


40; 


20 


O'. 


73 


101 


127 


51 


i 89 


6? 


116 


176 

159 ; 189 


40 6b 80 100 ’ 120 140 160 1&0 ' 2d0 220 240 260 280 360 320 340 360 360 


684732 .D 


Tue Jun 28 08:07:52 2011 


Page 2 


Folk_OIG_PRR 049974 













Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2009\SYSTEM4\ll_27_09\684732.D 

Operator : ASD 

Date Acquired : 27 Nov 2009 15:59 

Sample Name : 

Submitted by : CBS 

Vial Number : 32 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

C : \DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality: 90 
Minimum Quality: 90 

PK# 

RT 

Library/ID 

CAS# Qual 

2 

4.03 

C:\DATABASE\SLI.L 

COCAINE 

000050-36-2 99 

Abundance 

j | 

82 

Average of 37996 to 055 min. : 684732. D {-) 


: 8o{ 


182 



60 i 


40: 


! 105 


20 


42 


j ;! 

68 11 


0^ 
bi /z--> 40 


122 


138 152 166 


198 


303 


272 


215 241254 


289 


327341 358 383 


60 80 ioo 140 1^0 180 200' 220 240 260 280 300 3^0 340 360 380 400 420 440 


451 j 


'Abundance 


80! 


i 


#29: COCAINE 


60 j 


40 


20! 42 


182 


105 


0 


55 68 | 

.-til 1 


122 


198 


38 | ’ i I i 152166 1 

II. ' ' ill -I. J 135 , 100 | 214 244 259 


272 


303 


m/z~> 40 60 8 0 "i oo " 120 140 ifo l 80200 220 240 260 280 300 3^0 340 360 380 400 420 440 j 

684732.D Tue Jun 28 08:07:53 2011 Page 3 


Folk OIG PRR 049975 

























Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2009\SYSTEM4\ll_27_09\684733.D 

Operator : ASD 

Date Acquired : 2^Nov200916:12 

Sample Name : 

Submitted by : CBS 
Vial Number : 33 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Abundance TFC’:T384733.D 

| 6000000 ; 4 03 

j 50000001 

f :! 

: 4000000: 


3000000; 

2000000 : 


1000000 ; 


fTime-> 2.00 2.50 3.00 3.50 4.bo 4.50 5.00 5.50 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.50 


Ret. Time 


Area Area % Ratio % 


3.262 851462 9.74 11.01 
4.034 7735462 88.53 100.00 
4.182 150705 1.72 1.95 


684733.D Tue Jun 28 08:07:56 2011 


Page 1 


Folk OIG PRR 049976 








Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2009\SYSTEM4\ll_27_09\684733.D 

ASD 

27 Nov 2009 16:12 


CBS 

33 

DRUGS 

RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality 
Minimum Quality 

: 90 
: 90 

PK# 

RT Library/ID 

CAS# 

Qual 


3.26 C:\DATABASE\NIST98.L 

Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 98 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 97 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 97 


Abundance 


Average of5T41 to 34(55 min.: 6847331)”{-) 
148 


80! 


204 


60j 





73 





i 

101 

40 









| 121 

20 


51 

j i 89 

! . 


! 

63 

i j ; 

i : 


41j 

j. ; j j , 


lliii, : 131 

0 


•c-pi 



m/z~> 

40 

60 

80 

100 120 14C 

Abundance 




1784039: 

80 

i 




j ; 

60 





i 

' 40 



73 

101 

20 i 



j 

| 127 


176 

158 I 187 i!|j 215 


267 282 


331341 357 


204 


148 


51 63 ! 


117 | 


176 


.137 ;!i 158 


189 


)mlz-> 40 


60 80 100 ' 120" 140 160 180 200 ' 2^0 240 2&) 2&0 300 320 340 


684733 -D 


Tue Jun 28 08:07:57 2011 


Page 2 


Folk OIG PRR 049977 





















Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2009\SYSTEM4\11_27_09\684733.D 

Operator : ASD 

Date Acquired : 27 Nov 2009 16:12 

Sample Name : 

Submitted by : CBS 
Vial Number : 33 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW TOX2.L 
. C:\DATABASE\NIST 9 8.L 

Minimum Quality 
Minimum Quality 

: 90 
: 90 

PK# 

RT 

Library/ID 

CAS# 

Qual 

. 2 

4.03 

C:\DATABASE\SLI.L 

COCAINE 

000050-36-2 

99 
































Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2009\SYSTEM4\ll_27_09\684733.D 

ASD 

27 Nov 2009 16:12 


CBS 

33 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW__T0X2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


3 4.18 C:\DATABASE\NIST98.L 

Pyrene 
Pyrene 
Pyrene 


000129-00-0 47 
000129-00-0 . 43 
000129-00-0 40 


Abundance 


Average‘of 4.1561o42B7niIn.: 6W33UF 
2Q2 


80: 


60 j 


40 


20 


0i 


to/z~> 


51 


103 


77 


116 


147 


174 


40 


64 

■"nr 1 1 1 

60 


90 


8*0 


i 129 

jj . :• ; I!. 

100 120 140 " 


160 

160 


187 


219 243 266 281 303 317 341 355 


405 


449; 


180 2(k) 2^0 240 2^0 260 300 320 340 360 3^0 400 420 440 


Abundance 


ITSBZTST'Pyrene 

202 


80; 

60 i 


40; 

20; 101 1 

88 I 

| |28 50 74 j j 122135 150 174 

m/z~> 40 " 60 80 100 120 140 160 180 260 220 240 260 280 300 320 340 360 380 ‘ 400 420 440 


684733,D 


Tue Jun 28 08:07:53 2011 


Page 4 


Folk_OIG_PRR_049979 














Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2009\SYSTEM4\ll_27_09\684734.D 

ASD 

27 Nov 2009 16:26 


CBS 

34 

DRUGS 

RTE 


Abundance 
| 6000000; 

: 5000000; 

j 4000000S 
\ | 
| 3000000: 

I i 

j 2000000; 

L j 

[ 1000000 ! 

0 


3.26 


4|03 


TrcC6W34.U 


4.19 


fime~> 2.00 2.ho ’ ’ 3,0O' 3.50 4.00 4.50 5.66 ’ ' 5.50 6.00 6.50 7.00 ’ 7.50 8.00 8.50 '"’'slOcT 9.0o 


Ret. Time 


Area Area % Ratio % 


3.262 

802216 

9.06 

10.15 

4.034 

7902680 

89.28 

100.00 

4.187 

146568 

1.66 

1.85 


684734.D Tue Jun 28 08:08:02 2011 


Page 1 


Folk OIG PRR 049980 











Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2009\SYSTEM4\11_27_09\684734.D 

ASD 

27 Nov 2009 16:26 

CBS 
34 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW_T0X 2.L 
C:\DATABASE\NIST98.L 


Minimum Quality: 90 
Minimum Quality: 90 


library/ID 


CAS# 


Qual 


C:\DATABASE\NIST98.L 

Imidazo[2,1-b]thiazole, 2,3,5,6-tet' 006649-23-6 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 
Imidazo(2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 


Abundance 


A verageofr^^ 


601 73 


0 b-r-TT T 4-1 


176 

162 | 191 221 


m/z-> 40 60 80 100 120 l4o 160 180 200 220 240 260 280 300 320 340 360 380 400 420 440 460 480 


Abundance" 


#840397 Irnidazop, 1-bjlbiazole, 2 ,3,5eIr a h y d r o-~ 6 ~-phenyl- 
2Q4 


Qj • . ■: _ VjN r_ pi; ;: i.... ^ ....... . ........... , 

'm/z~> 40 60 lib 100 120 140 160 180 200 220 240 260 280 300 320 340 3& 380 400 420 440 460 480 


684734.D 


Tue Jun 28 08:08:03 2011 


Page 2 


Folk OIG PRR 049981 





























Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2009\SYSTEM4\ll_27_09\684734.D 
ASD 

27 Nov 2009 16:26 


CBS 

34 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW T0X2.L 
C:\DATABASE\NIST98.L 


PK# RT 


>ibrary/ID 


Minimum Quality: 90 
Minimum Quality: 90 


CAS# 


Qual 


4.03 C:\DATABASE\SLI.L 
COCAINE 


000050-36-2 99 


Abundance 


Average oT37997 to 4.(550 min.: 684734X5(9 
182 


94 

; 105 


im/z~> 40 
Abundance 


3 67 Mi! ;i ir } p i Z/Z j 

.!; i, !i h f i k 135 u. J!f 211222 239 256 • 289 325 340 378 1 

60 80 ^100 ' 120 140 160 i$0 20o 220 240 2^0 280 3<5o 320 340 3b0 


W:'COCAFNE' 


20 i 42 

* 55 68 

o!. jUm -ik. 

m/z--> 40 60 

i 

I; | ; |: 

l j 

! 122 

J | 135 

152 166 i 

198 

214 244 

272 

259 j 

303 

8b 

100 120 140 

l 60 180 

200 

2^0 240 

260 280 

300 320 340 360 

684734 .D 


Tue Jun 

28 08:08 

: 03 

2011 


Page 3 


Folk OIG PRR 049982 

























Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2009\SYSTEM4\ll_27_09\684734.D 

ASD 

27 Nov 2009 16:26 


CBS 

34 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L 

C : \DATABASE'S,PMW T0X2 . L 

C:\DATABASE\NIST98.L 

Minimum Quality 
Minimum Quality 

: 90 
: 90 

PK# RT Library/ID 

CAS# 

Qual 


4.19 C:\DATABASE\NIST98.L 
Fluoranthene 
Fluoranthene 
Pyrene 


000206-44-0 47 
000206-44-0 47 
000129-00-0 43 


Abundance 


80 


60 


40 


20 i 


m/z~> 

Abundance 

80 

60 

£ 

I 40 i 

; 20 ! 


Average of4.161 to 47m min.: 684T34Uf; 

292 


76 


103 

1 

j 

: 116 


147 


.174 


CM . 


63 7 89 ; 

i 129 







i : 158 

187 1 

■! i , • i 

224 
, : , , 

253 272283 303 317 

341 358 

385 


40 

40 60 80 'lOO 120 140 160 180 200 220 240 260 280 300 320 340 360 380 


U 1262“8“27Tluo7sinthene 
202 


101 


88 


29 41 52 63 


75 


122134 1 ^ 0 162 1 Jf 


m/z-> 


684734.D 


40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 

Tue Jun 28 08:08:05 2011 Page 4 


Folk OIG PRR 049983 




















Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2009\SYSTEM4\11_27_09\684735.D 

Operator : ASD 

Date Acquired : 27 Nov 2009 16:40 

Sample Name : HH 

Submitted by : CBS 

Vial Number : 35 

AcquisitionMeth: DRUGS 

Integrator : RTE 


Abundance - TIC: 6'84735'D 

4 

; 4000000j 

I ; 

j 3000000 
| 2000000j 

! j : 

I 

j ioooooo' 


!Time-> 2.00 2.50 3.00 3,50 4.00 4.50 5.00 5.50 6.i)0 6.50 7.00 hio^^.OO 8.50 9.00 9.ho 


Ret. Time 

Area 

Area % 

Ratio % 

4.026 

4683701 

100.00 

100.00 


684735.D Tue Jun 28 08:08:08 2011 Page 1 


Folk OIG PRR 049984 


















Area Percent / Library Search Report. 


Information from Data File: 

File Name : F:\Q4-2009\SYSTEM4\ll_27_09\684735.D 

Operator : ASD 

Date Acquired : 27 Nov 2009 16:40 

Sample Name : 

Submitted by : CBS 
Vial Number : 35 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 

PK# RT Library/ID CAS# Qual 


1 4.03 C:\DATABASE\SLI.L 

COCAINE 000050-36-2 99 



Folk_OIG PRR 049985 













Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2009\SYSTEM4\ll_27_09\684736.D 
ASD 

27 NOV 2009 16:54 


CBS 

36 

DRUGS 

RTE 


Abundance 
i 6000000' 


5000000 

4000000 

3000000) 

i 

2000000| 
1000000I 


4i03 


3.27 


TFCT'68473"6Ty 


irime-> 2.66 ' 2.50' 3.66 ' 3.66 4.00 4.50 5.00 5.50 6.00 6.50 7.00 7.50 8.66 8.66 9.60 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

3.267 

220124 

2.46 

2.53 

4.034 

8715457 

97.54 

100.00 


684736.D Tue Jun 28 08:08:12 2011 


Page 1 


Folk_OIG_PRR 049986 















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2009\SYSTEM4\ll_27_09\684736.D 

ASD 

27 Nov 2009 16:54 


CBS 

36 

DRUGS 

RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

Minimum Quality 

: 90 



C:\DATABASE\PMW T0X2.L 

Minimum Quality 

: 90 



C:\DATABASE\NIST98.L 



PK# 

RT 

Library/ID 

CAS# < 

Qual 

1 

3.27 

C:\DATABASE\NIST98.L 





Imidazo [ 2 ,1-b]thiazole, 2,3, 

5,6-tet 006649-23-6 

98 



Imidazo[2,1-b]thiazole, 2,3, 

5,6-tet 006649-23-6 

97 



Imidazo[2,1-b]thiazole, 2,3, 

5,6-tet 005036-02-2 

96 


Abundance 


80 


601 


40: 


20 [ 45 


i 


0 :• 


Average of37246 to3:378"msiv 6H473“6TD~ (-) 
148 


204 


73 


101 


121 


60 

1 ilk 


89 


,81 

, u 1 1 i | I j ■ . | 


a,, ill 


1.109 


W 138 


157 166 


176 


191 


-m s : 


228 


251 


267 281 


rn/z- : > 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 210 220 230 240 250 260 270 280 

Abundance 


W8WM WM r azo[2] 1 -bjlhlazole, 2^^^-tetrahydro - Q-p heny i : 

204 

148 


80; 


601 


40: 


73 


101 


20; 


3 

i 

! i 89 

i ; ! 

: 127 

j; 

i 

1 

51 63 

j:i 117; | 

176 ! 

0L; 


.. 


|;J57 167 |.185 J 


m/z~> 40' 50 60 70 80 90 100 110 120 lio 140 150 160 170 1^6 190 200 210 220 230 240 250 260 270 280 


684736.D Tue Jun 28 08:08:12 2011 


Page 2 


Folk OIG PRR 049987 

























Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2009\SYSTEM4\ll_27__09\684736.D 

Operator : ASD 

Date Acquired : 27Nov2009 16:54 

Sample Name : 

Submitted by : CBS 
Vial Number : 36 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Search Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMWT0X2.L 
C:\DATABASE\NIST98.L 


PK# RT 


Library/ID 


Minimum Quality: 90 
Minimum Quality: 90 


CAS# 


Qual 


4.03 C:\DATABASE\SLI.L 
COCAINE 


000050-36-2 99 


Abundance 


80! 


60! 


40 ; 


82 


Average oT3.W to 4.050 min.:'684736^ (.) 
182 


94 


105 


20 ; 


j 42 


55 


68 


122 

i 


303 


198 


155166 


272 


o;,~ r 4.,i 

m/z~> 40 


. . , i: I;!ls : 135 ; j f 212223 242253 289 j 383 , 

60 8b 100 120 140 180 180 200 2$0 240 260 ’ 280 300 ' 320 340 360 380 j 


Abundance 

80 j 

j 


] 

60 i 


40' 


! 20 42 

! i s 


| ! 

55 68 

I j.. r 

0 , & 

m !z-> 40 

60 "" 


8p 

i 


# 29 : "CDCAfRE" 


182 


94 


105 




122 


135 152 166 


198 


214 244 259 


272 


303 


684736 .D 


60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 

Tue Jun 28 08:08:13 2011 Page 3 


Folk OIG PRR 049988 






















Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q4-2009\SYSTEM4\ll_27_09\684737.D 

ASD 

27 Nov 2009 17:08 

BLANK 
CBS 
1 

DRUGS 

RTE 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


684737.D Tue Jun 28 08:08:16 2011 


Page 1 


Folk OIG PRR 049989 













Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2009\SYSTEM4\ll_27_09\684738.D 

ASD 

27 Nov 2009 17:21 

BLANK 
CBS 
1 

DRUGS 

RTE 



Ret. Time 


Area Area % Ratio % 


* **NO INTEGRATED PEAKS*** 


684738.D Tue Jun 28 08:08:19 2011 Page 1 


Folk OIG PRR 049990 











Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2009\SYSTEM4\11_27_09\684739.D 

ASD 

27 Nov 2009 17:35 

COCAINE STD 
CBS 
39 

DRUGS 

RTE 


Abundance 

2000000 ! 

1500000 ! 

i 1000000! 


4102 


.TFC: 684739.D 


500000 


frlme-> 2.00 ' 2.50 3.00' 

3.50 4.00 4.50 5.00 

5.50 

6,00 

6.50 7.66 ’ 7.50 8.00 ’ 8.60 9.00 9.50 

Ret. Time 

Area 

Area 

% 

Ratio % 

4.020 

2047976 

100 . 

00 

100.00 


684739.D 


Tue Jun 28 08:08:22 2011 


Page 1 


Folk_OIG_PRR_049991 























Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4~2009\SYSTEM4\ll_27_09\684739.D 

Operator : ASD 

Date Acquired : 27 Nov 2009 17:35 

Sample Name : COCAINE STD 

Submitted by : CBS 

Vial Number : 39 

AcquisitionMeth: DRUGS 

Integrator : RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW__TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 

PK# RT Library/ID CAS# Qual 


1 4.02 C:\DATABASE\SLI.L 

COCAINE 


000050-36-2 99 


























Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2009\SYSTEM4\11_27_09\684740.D 

ASD 

27 Nov 2009 17:49 

BLANK 
CBS 
1 

DRUGS 

RTE 



Ret. Time 


Area Area % Ratio % 


* * *N0 INTEGRATED PEAKS*** 


684740.D Tue Jun 28 08:08:25 2011 


Page 1 


Folk OIG PRR 049993 



















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2009\SYSTEM4\ll 27_09\684741.D 
ASD 

27 Nov 2009 18:03 


CBS 

41 

DRUGS 

RTE 


Abundance 

j 5000000! 

i 

4000000 

30000001 

2000000 ; 

1000000 

0^x 


TIC: 6B4741 ,D~ 


3.26 


4103 


4.20 


2.00 2.50 3.00 3.50 4.00 4.50 5.00 5.50 6.00 6.50 7,00 7. 50 8.6o 8.50 9.00 9.50 


Ret. Time 


Area Area % Ratio % 


3.262 
4.029 
4.203 


603216 8.20 9.08 

6644068 90.29 100.00 

111470 1.51 1.68 


684741.D 


Tue Jun 28 08:08:29 2011 


Page 1 


Folk_OIG_PRR_049994 












Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2009\SYSTEM4\11_27_09\684741.D 

ASD 

27 Nov 2009 18:03 


CBS 

41 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW_TOX2.L 
C:\DATABASE\NIST98.L 


Minimum Quality: 90 
Minimum Quality: 90 


PK# RT 


Library/ID 


CAS# 


Qual 


1 3.26 

C:\DATABASE\NIST98.L 





Imidazo[2,1-b]thiazole, 

2,3,5,6 -tet 

006649-23-6 

99 


Imidazo[2,1-b]thiazole, 

2,3,5,6-tet 

006649-23-6 

98 


Imidazo[2,1-b]thiazole, 

2,3,5,6-tet 

006649-23-6 

97 

Abundance 

! i 

Average of 3.241 to 3.362 min.: 684T41.D“(-) 

148 



I 80 

204 





60; 


40 


20 ! 


73 

j 101 


51 


121 

3 


176 


, : /:( i[ *135 J 161 190 


231 251 267 281 


342355 


429 461 i 


m/z-> 40 1 60 7 80 100 ’l20^140^l60 180 200 7 2^0’ 2& 260 260 360 320 340 360 380 400 4^0 440 460 

Abundance 


#84039: fmldazo[ 2 ;i -bjthiazbfe, ^‘S.S.e^tetrahydro^-pTiienyb 
2Q4 


80 


60 


40; 


20 : 


148 

t 

\ 


73 


51 


0 ! , 


101 


127 


176 


189 = !i : 


m/z-> 40 ^ 60 ’ 80 "jOO 120 140^ 160 'ifo* 200 220 240 260 260 300 320 340 360 380 400 420 440 460 

684741.D Tue Jim 28 08:08:30 2011 Page 2 


Folk OIG PRR 049995 

















Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2009\SYSTEM4\ll_27_09\684741.D 

Operator : ASD 

Date Acquired : 27 Nov 2009 18:03 

Sample Name : jMMMMHHBH 

Submitted by : CBS 

Vial Number : 41 

AcquisitionMeth: DRUGS 

Integrator : RTE 


Search Libraries: C:\DATABASE\SLI.L 

C:\DATABAS E\PMW_T0X 2.L 
C:\DATABASE\NIST98.L 

PK# RT Library/ID CAS# Qua 


2 4.03 C:\DATABASE\SLI.L 

COCAINE 000050-36-2 99 


Minimum Quality: 90 
Minimum Quality: 90 



Folk OIG PRR 049996 























Area Percent / Library Search Report 


Information from Data Pile 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Q4-2 009\SYSTEM4\11_27__09\684741 .D 
ASD 

27 Nov 2009 18:03 


CBS 

41 

DRUGS 

RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

Minimum 

Quality: 90 


C:\DATABASE\PMW TOX2.L 

Minimum 

Quality: 90 


C:\DATABASE\NIST98.L 



PK# 

RT Library/ID 

CAS# 

Qual 


4.20 C:\DATABASE\NIST98.L 

Methyl 2-methylinden-3-on carboxyla 1000214-93-4 50 

Fluoranthene 000206-44-0 49 

Pyrene 000129-00-0 49 


Abundance 


Average of 4.16~6~Td 4.272 min.: 6H4741 ,D (-) 
202 


80 l 


60! 


40; 


103 


20 ! 


44 


147 


63 


76 


89 


116 


174 


129 


O'rr-fH'i : j^TWpVr ! . ] rVJWrrV!^! vrr*-& 


158 


187 


m/z~> 40 50 60_70 80 90 1001101^0 lio 1401 io 1601 tO 

Abundance 


:! 212 

Li.. If. 


246256 267 281 303 317327 339 


I 

80! 


60 


.¥83537: MeTbyl 2-meHiyMnden-X'On carbbxy Me 

2Q2 


40; 


20 ; 


170 


115 


58 69 89 101 


:: I . , . . : ; i ! : ;ii 

• i • • . i s , ! |% , • J4 | ,y. l r i 


143 
131 I 


159 


•)vi 


187 


m/z-> 40 50 60 70 80 90 100 110120130140150160170180190 200 210 220 230 240 250 260 270 280 290 300 310 320 330 340 


684741 .D 


Tue Jun 28 08:08:32 2011 


Page 4 


Folk_OIG_PRR 049997 




















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2009\SYSTEM4\11_27_09\684742.D 

ASD 

27 Nov 2009 18:17 


CBS 

42 

DRUGS 

RTE 


Abundance ' TIC: 6S4T42TT 

! 4 03 

5000000 

£ 

j 4000000 ; 

j 3000000j 

j. I 

j 2000000 : I 

! :• ii 

I 1000000 ; || 


3.26 


jrime-> 2.00 ’ 2.50 

3.66 ' ‘ 3.50 4.66 ' 450 5.00 

5.50 6.00 

6.50 7.00 7,50 8.00 8.50 9.00 9.50 

Ret. Time 

Area 

Area % 

Ratio % 

3.264 

523751 

8.09 

8.80 

4.030 

5950698 

91.91 

100.00 


684742.D Tue Jun 28 08:08:35 2011 Page 1 


Folk OIG PRR 049998 














Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2009\SYSTEM4\ll__27_0 9\684742 .D 
ASD 

27 Nov 2009 18:17 


CBS 

42 

DRUGS 

RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality 
Minimum Quality 

: 90 
: 90 

PK# 

RT Library/ID 

CAS# 

Qual 


3.26 C:\DATABASE\NIST98.L 

Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 99 
Imidazo[2,1~b]thiazole, 2,3,5,6-tet 006649-23-6 97 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 96 


Abundance 


148 


Average of 3.242163.443 friin.f6“84742'.D (-) 


80: 


60: 


40' 


20 


51 


73 


101 


89 


204 


121 


176 

,V 134 ;|; 160 188 ! 


252 267 281 


339 357 


415 


m/z--> 40 eb 80 100 


120 ’l4<P 160 iff 260 220 240 2^o ' 260 300 3^0 340 360 380 400 


Abundance 


80 i 


60; 


#84039:!midazot2,1 -bjthiazole, 2,3,5,’6-tatranydf6-'6"-phenyf :: 
2Q4 

148 


40 

1 


73 101 




! 20 


1 i 127 





51 

h 89 j . 

176 





la ! ,!| 116'. 

. ! 189 f? 



U 

m/z-> 

40 ‘ 60 

80 100 ’l20 

140' 160 180 200 220 

240 260 

280 300 3^0 346 380 380 460 

684742 .D 

Tue 

Jun 28 08:08:35 

2011 

Page 2 


Folk_OIG_PRR_049999 



















Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2009\SYSTEM4\11_27_09\684742.D 

ASD 

27 Nov 2009 18;17 


CBS 

42 

DRUGS 

RTE 


Search 

Libraries: C;\DATABASE\SLI.L 

C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality 
Minimum Quality 

: 90 
: 90 

PK# 

RT 

Library/ID 

CAS# 

Qual 

2 

4.03 

C:\DATABASE\SLI.L 

COCAINE 

000050-36-2 

99 


Abundance 

8? 

Average of"3^to 4.046 min.: 684742XT(-) 

1 80 

! 

j ! 


182 

i i 

60; 

i f 

1 

I 


. 

401 

HO 

O . 

_: 

o> 




20! 


0 


42 


51 


Wi 


68 




122 


135143 152 166 


198 

! 206215223 233 242 252260 


303 


272 


288 


im/z-> 40 50 60 70 80 90 100 110 1^0 l50 140 l5o' 160 170 180 190 200 210 220 230 240 250 260 2l0 280 290 300 


Abundance 

1 i 

! 80 

] 60 



nmvouMm 


182 

i 



40: 


94 


105 


20 


42 


51 

-Mm, . 


68 


122 


,114: 

i'H-—■ t 


135 


152 


166 
, ; i 


198 


214222 


244 259 


272 


303 


m/z-> 40 50 60 70 ' 80 90 16 o 110 120 130 140 150 160 170 180 100 200 210 220 250 240 250 260 270 280 290 300 


684742.D Tue Jun 28 08:08:36 2011 Page 3 


Folk OIG PRR 050000 





















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2009\SYSTEM4\ll_27_09\684743.D 
ASD 

27 Nov 2009 18:31 


CBS 

43 

DRUGS 

RTE 


^6undance 
; 5000000 


03 


TfC: 68474'3' D' 


; 4000000: 
; 3000000 

j 2000000,; 

i 10000001 


V 1—1-f" T~ • , ■ . ■- 

,Time--> 2.00 2.50 

3.00 3.50' 4.00 4.50 5.00 

5.50 6,6o 

6.50 7.00 7.50 ' 8.00 8.50 9.00 9.50 j 

Ret. Time 

Area 

Area % 

Ratio % 

3.261 

757890 

9.39 

10.36 

4.033 

7315695 

90.61 

100.00 


684743.D Tue Jun 28 08:08:39 2011 Page 1 


Folk_OIG_PRR 050001 









Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2009\SYSTEM4\ll_27_09\684743.D 
ASD 

27 Nov 2009 18:31 


CBS 

43 

DRUGS 

RTE 


Search Libraries: 


C:\DATABASE\SLI.L 
C:\DATABASE\PMW_T0X 2.L 
C:\DATABASE\NIST98.L 


Minimum Quality: 90 
Minimum Quality: 90 


PK# 

RT 

Library/ID 


CAS# 

Qual 

1 

3.26 

C:\DATABASE\NIST98.L 






Imidazo[2,1-b]thiazole, 

2,3,5,6-tet 

006649-23-6 

99 



Imidazo[2,1-b]thiazole. 

2 ,3,5,6 -tet 

006649-23-6 

98 



Imidazo[2,1-b]thiazole, 

2,3,5,6-tet 

006649-23-6 

97 


Abundance 


80' 


60 


40 


20 | 


73 


51 


148 


Average bf3T24Dlo 3:383 min,: 684743U(-) 


204 


101 


121 


U 88 ! 


176 

lij.135 1 161 189 


222 


267281 


328 355 383 


429 


471 


'm/z--> 40 60 8o'lQO 1^6 140 160 18o' 20(725) 240 260 2&) 300 3^0 340 3^0 380 400 420 440 460 


Abundance 


801 


"W84U39: fmtdazol^T-bJthiazole, 2,3:5;64e¥a!iy(JrO’6~-phe n y i - 
2Q4 

148 | 


60; 


40 i 


20 \ 


73 


i si 
^ • i 


101 


8 § , 


127 


176 


189 j 


m/z-> 40 60 80 ' 766 120 140 160 180 200 220 ’ 240 260 280 300 320 340 360 380 400 420 440 460 

684743.D Tue Jun 28 08:08:40 2011 Page 2 


Folk OIG PRR 050002 
















Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2009\SYSTEM4\ll_27_09\684743.D 

Operator : ASD 

Date Acquired : 27Nov2009 18:31 

Sample Name : 

Submitted by : CBS 
Vial Number : 43 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 

PK# RT Library/ID CAS# Qual 


2 4.03 C:\DATABASE\SLI.L 

COCAINE 000050-36-2 99 




























Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2009\SYSTEM4\11_27_09\684744.D 
ASD 

27 Nov 2009 18:45 


CBS 

44 

DRUGS 

RTE 


Abundance 
: 6000000; 

! 5000000; 

‘ E 

I 40000001 

I 3000000: 

I 2000000: 

: 1000000i 


03 


'"TFCT884744XF 


3.26 

I 


!Time--> 2.00 2.50 3.00 

' 3.50 4.00 4.50 ' 5.00 

5.50 6.00 

6.5o 7.00 7.50 S.bo 8,50 ' 9.00 ' 9.50 j 

Ret. Time 

Area 

Area % 

Ratio % 

3.259 

719150 

8.96 

9.85 

4.031 

7303289 

91.04 

100.00 


684744.D Tue Jun 28 08:08:43 2011 Page 1 


Folk_0!G_PRR_050004 












Area Percent / Library Search Report 


Information from Data Pile 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2009\SYSTEM4\ll_27_09\684744.D 

ASD 

27 Nov 2009 18:45 


CBS 
44 

DRUGS 

RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality 
Minimum Quality 

: 90 
: 90 

PK# 

RT Library/ID 

CAS# 

Qual 


3.26 C:\DATABASE\NIST98.L 





Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 

98 




Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 

97 




Imidazo[2,1-b]thiazole, 2,3/5,6-tet 006649-23-6 

97 

jAbundanoe 



Average of 3.238 to 3.354 min.; 684744.D (-) 

148 


80 




204 

| 

| 

60 


73 

101 



• 

: 

40 


I i 

121 


’ 

| 

20 

51 

i j , 1 

—.. ■ 

co 


176 



o! 

i! L\ l, 


•i 161 ! 189 j 

250263 281 328342 

, f 475 

bvz~> 

40 '' 60 

80 100 

126 i4o 

160 180 200 220 240 260 280 300 320 340 360 380 400 420 440 

460 | 








Abundance 

f 




#84039: lmidazo[2, 1 -b]ihiazole p 2 I 3,5,6-letrahydfo-6-phenyi- 
204 

■ | 




148 



80 






i 

60 





‘ 

j 

40: 

i 


73 101 





t 

! 20 

51 

i 

i 

h !, 

. 1 ■;! 

127 

176 




m/z~> ° 40 60 ‘ 8b 1 66 'l20 140 160 180 266 220 240 260 280 300 320 340 360 380 466 420 440 460 

684744.D Tue Jun 28 08:08:44 2011 Page 2 


Folk OIG PRR 050005 























Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2009\SYSTEM4\ll_27_09\684744.D 

Operator : ASD 

Date Acquired : 27Nov2009 18:45 

Sample Name : 

Submitted by : CBS 
Vial Number : 44 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_T0X2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 

PK# RT Library/ID CAS# Qual 


2 4.03 C:\DATABASE\SLI.L 

COCAINE 000050-36-2 99 



Folk OIG PRR 050006 

















Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2009\SYSTEM4\11_27_09\684745.D 

ASD 

27 Nov 2009 18:58 


Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


CBS 

45 

DRUGS 

RTE 


Abundance 

i 

i 4000000 


4103 


TIP: B 84745 .tr 


30000001 


2000000 ; 


1000000 


fnme~> 2.00 2.50 

' 3.00 3.50 4.00 ' ■ 4.50 5.0O 

5.50 

6-00 ' 

6.50 7.00 7.50 8.00' ' 8.50 9.00' 9.50 ' ; 

Ret. Time 

Area 

Area 

q, 

"6 

Ratio % 

4.027 

5101211 

100 . 

00 

100.00 


684745 .D 


Tue Jun 28 08:08:47 2011 


Page 1 


Folk_OIG_PRR_050007 












Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator 


Data File: 

F:\Q4-2009\SYSTEM4\11_27_09\684745.D 

ASD .. 

2^Jo^ 2009 18 : 58 

CBS 

45 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW__TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


1 4.03 C:\DATABASE\SLI.L 

COCAINE 


Abundance 


80; 


so; 


000050-36-2 99 


8 ? 


Average of 379Wto 4, IBBTnin,; W4745.D (-) 


182 


! 4CH 


! 105 


20! 42 


]m/z~> ° 40 ~6Q ,, 8'0 100 120 140 160 l55 200 220 240 2&)’ 2^0 ’ 300' 320^340 360 380 400 420 440 46C 


68 


122 


j 138 152166 


198 


303 


272 


223237 253 ! 288 i : 327341 358 


479i 


460 


Abundance 


so: 


82 


WCOCA1NE 


182 


60 ! 

401 
20. 42 


105 


H : 


68 


1 q: rl r 4 , j , :: ;, } ;■ .,:~, w ,ij...j............ = :i , x .. k _ t ,... s . .....,. r .,. .. .. 

m!z-> 40 60 ' 80 10o' 120 140 160 180 200 2^0 240 260' 280 300 320 340 360 380 46o' 420 440 460 


122 I 198 

ll. , 138 152 166 j | 214 244 


272 


303 


684745 .D 


Tue Jun 28 08:08:48 2011 


Page 2 


Folk OIG PRR 050008 

































Area Percent / Library Search Report 


Information from 
File Name 
Operator : 

Date Acquired : 

Sample Name : 

Submitted by : 

Vial Number : 

AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q4-2009\SYSTEM4\ll_27_09\684746.D 

ASD 

27 Nov 2009 19:12 

BLANK 
CBS 
1 

DRUGS 

RTE 


Abundance TIC: 684748.D 

KflAO! I 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


684746.D Tue Jun 28 08:08:51 2011 Page 1 


Folk OIG PRR 050009 






















Area Percent / Library Search Report 


Information from Data File:' 

File Name : F:\Q4-2009\SYSTEM4\11_27_09\684747.D 

Operator : ASD 

Date Acquired 
Sample Name 
Submitted by 
Vial Number : 47 

AcquisitionMeth: DRUGS 
Integrator : RTF 


27 Nov 2009 19:26 



Abundance 
I 6000000, 


i 5000000j 

i 4000000; 

3000000] 

; 2000000 ; 

: 1000000 ; 

j 

Qt 


3.26 


03 


TfC:W4747;0“ 


frime-> 2.00 2.50 3.&0 3.50 4.00 4.50 5.00 5.50 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.50 


i 

! 


Ret. Time 

Area 

Area % 

Ratio % 


3.265 

2979476 

27.99 

38.88 


4.032 

7663916 

72.01 

100.00 



684747.D 


Tue Jun 28 08:08:55 2011 


Page 1 


Folk OIG PRR 050010 













Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2009\SYSTEM4\ll_27_09\684747.D 

Operator : ASD 

Date Acquired 
Sample Name 
Submitted by 
Vial Number : 47 

AcquisitionMeth: DRUGS 
Integrator : RTE 


27 Nov 2009 19:26 


CBS 


Search 

Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW T0X2.L 
C:\DATABASE\NIST98.L 

Minimum Quality 
Minimum Quality 

: 90 
: 90 

PK# 

RT Library/ID 

CAS# 

Qual 


1 

3 . 

26 

C : \DATABASE\NIST98 . L 

Imidazo[2,1-b]thiazole, 2,3 ,5,6 -tet 
Imidazo[2 ,1 -b]thiazole, 2 , 3, 5,6 -tet 
Imidazo[2 , 1-b]thiazole, 2 , 3 ,5,6 -tet 

006649-23-6 

006649-23-6 

006649-23-6 

98 

97 

97 

Abundance 


Average of 3.244To“3.376 am.: WmrX5 (-) 

148 

1 

• .... 

.- 

j 80 



! 

204 

; j 



j 60 


73 

j 101 | 


'' 

40 


i 

! 

! 

j ; 

121 j j 


} 

■ 20 

! 

o 

51 

; f 

=:; ■ i ; i 

1 j 

■ H 88 * 

« M j 3 

1 J ! 1 176 

1 134 ili 161 1 189 246 267281 328341 


f 

461 j 


40 60 

8 ! 0 160 'lio' 140 160 180 200 220 240' 260 2&0 300 320 340 

360 dbo 400 420 440 

460 

Abundance 

. 

-.— - 

#84039:Tmidazo[2 ) l^bjlhiazola. 2,3,5^teTrafi^o-6-phVnyi- 
2Q4 



80 



148 ! 

j j 

i ! 


; 

60 

| 



\ ! 

i \ 

j | 



4o; 

i i 


! ! 

[ | 

73 101 1 j 



| 20 j 


1 I 

127 j 



1 1 

o 

51 

M ; 

i,[ 88 ; 

1 j i- I; 176 i 

i HL . 1 | 189 1 



'm/z~> 

40 60 

80 100 120 140 160 180 200 220 240 260 280 360 320 340 

360 380 400 420 440 

460; 

684747 .D 


Tue Jun 28 08:08:56 2011 

Page 2 



Folk_OIG_PRR_050011 












































Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2009\SYSTEM4\ll_27_09\684747.D 

Operator : ASD 

Date Acquired : ^^N^^ 200^^ 19:26 
Sample Name : 

Submitted by : CBS 
Vial Number : 47 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Minimum Quality: 90 
Minimum Quality: 90 


PK# RT Library/ID CAS# Qual 


Search Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW_TOX2.L 
C:\DATABASE\NIST98.L 










































Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2009\SYSTEM4\ll_27_09\684748.D 

ASD 

27 Nov 2009 19:40 


Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


CBS 
48 

DRUGS 

RTE 


4103 


710: 684748.D 


i 5000000; 

i 

j 4000000: 
I 3000000' 
| 2000000 
1000000 i 


3.27 


2.00 2.50 3.00 

3,50 4.00 4.50 5.00 

5.50 6.00 

6,50 7.00 7.50 8.00 8,50 9,00 9.50 

Ret. Time 

Area 

Area % 

Ratio % 

3.267 

2941746 

28.97 

40.78 

4.034 

7213796 

71.03 

100.00 


684748 .D 


Tue Jun 28 08:08:59 2011 


Page 1 


Folk_OIG_PRR_050013 


















Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2009\SYSTEM4\11_27_09\684748.D 

Operator : ASD 

Date Acquired 
Sample Name 
Submitted by 
Vial Number : 48 

AcquisitionMeth: DRUGS 
Integrator : RTE 


27 Nov 20 



19:40 


CBS 


Search Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality 
Minimum Quality 

: 90 
: 90 

PK# RT Library/ID 

CAS# 

Qual 


1 3.27 C:\DATABASE\NIST98.L 

Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 98 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 97 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 97 


Abundance" 


1-f8 


Average of 3.240T6 3.404 min.: G84748.IJ(-) 


80 


204 


60 i 


401 


20 


o; 


73 


51 


101 

i 


l M 


121 




176 

j! 162 ; 190 


241 266281 303 


341355 


403 


40 Jeo 80 100 120 140 160 l6o 200 2^0 240 260 2&0 360 320 340 360 360 4^0 420 440 


463 482) 
460 480 ’ 


Abundance 


80; 


60: 


#84039■lmidaz6J2 1 azole, 2,3“ 5,6-tetrabydro-"6‘phehyl* 
204 

148 i 


40) 


20 


73 


51 


101 


0 “■ j = : n 


87 


127 


176 


40 6b 80 100 120 140 160 180 200 220 24o' 260 280 300 320 340 360 380 400 420 440 460 480 


684748.D Tue Jun 28 08:09:01 2011 Page 2 


j 




Folk OIG_PRR_050014 







































Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2009\SYSTEM4\ll_27_09\684748.D 

ASD 

27 Nov 2009 19:40 


CBS 

48 

DRUGS 

RTE 


Search Libraries: 


PK# RT 


C:\DATABASE\SLI.L 

C:\DATABASE\PMW_TOX2.L 

C:\DATABASE\NIST98.L 


Library/ID 


Minimum Quality: 90 
Minimum Quality: 90 


CAS# 


Qual 


Abundance 


80: 


60; 


4.03 C:\DATABASE\SLI.L 
COCAINE 


82 


Average “of 3.996 to '47049 min.: 684748.D (-) 


182 


000050-36-2 


99 


40 i 


94 


20 42 ! i! 

j j | i 

! 55 68 j.j 

Q 1 |!! 7 i,i ' • v : -iV 1 * 

j; ! 

hj ! 122 

!|! 108 f 

135 

152 166 • 

198 

: 215 228 242 

303 

272 ; 

258j 288 j 

341 

390 403 

m/z-> 40 ' 6b 8b ’ 

100 ‘ 120 

140 

160 180 

200 220 ”24o" 

' 2&j ' 2^0 ' 300 ’ 320 

' 340 360 ' 

380 ' 400 

Abundance 



. ..— ■ 

#29": "COCAINE 





8 ? 


80 j 

j 

60s 

i 

40j 

20s 


182 

i 


94 


42 


7 i 


122 


198 


303 


: : 55 68 I jl 108 '7 -152 166 i 'r 272 

0 j ;!, .1 , 135 7 : 214 244 259 ; 

m/z-> 40 60 80 100 lio 140 160 180 200 220 240 260 280 300 320 340 360 380 400 


684748.D 


Tue Jun 28 08:09:01 2011 


Page 3 


Folk_OIG_PRR_050015 
































Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2009\SYSTEM4\ll_27_09\684749.D 

Operator : ASD 

Date Acquired 
Sample Name 
Submitted by 
Vial Number : 49 

AcquisitionMeth: DRUGS 
Integrator : RTE 



Abundance 


TfC: 684749.D'.1 

5000000 


4 

03 1 i 

1 

4000000 



: j 

3000000 



! f 

j 

3.26 


2000000 




i i oooooo I 



J 

I n 


| 

i 



2.00 ' 2.50 ’ 3.00 ' 

' 3.50 4.66 ' ' 4.50 ' 5.66 ' 5.50 ' 6.00 ' 6.50 7.00 ' 7.50 8.66 8.50 ' 9.00 9.50 ; 


Ret. Time 

Area 

Area % 

Ratio % 

3.261 

2802307 

33.07 

49.40 

4.028 

5672705 

66.93 

100.00 


684749.D Tue Jun 28 08:09:04 2011 Page 1 


Folk OIG PRR_050016 












Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2009\SYSTEM4\ll_27_09\684749.D 

ASD 

27 Nov 2009 19:54 


CBS 

49 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


3.26 


C:\DATABASE\NIST98.L 

Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 


98 

97 

97 


Abundance 


80: 


148 


Average QfX240to 37394 mm'.: 6847® 0 {-) 


204 


60 i 


40! 


73 


101 


121 


20 


! 51 


! ! 89 


0' & 

jn/z--> 40 

Abundance 


80 


ill 35, !■;. 160 


176 


188 


249 267 281 


311 333 


60 80 ' 100 120 1-1 140 160 180 20o" 220 240 260 280 300 3^0 3<io 360 380 "400 ’ 4^0 


429 


W4039: fmidazopf, T-bJfftTazofe, 2^5,6-teIrahydro^-phenyF 
2Q4 

148 


60 i 


40! 


20 ! 


73 


101 


51 


, 89 


127 

] ! 


0UMW-' ■■ 


ii6: 


176 


189 


)m/z-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 420 


684749 »D 


Tue Jun 28 08:09:06 2011 


Page 


Folk OIG PRR 050017 


























Area Percent / Library Search Report 


Information from Data File:- 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2009\SYSTEM4\11_27_09\684749.D 

ASD 

27 Nov 2009 19:54 


49 

DRUGS 

RTE 


Search Libraries 


C:\DATABASE\SLI.L 
C:\DATABASE\PMW_TOX2.L 
C:\DATABASE\NIST98.L 


Minimum Quality: 90 
Minimum Quality: 90 


PK# 


RT 


Library/ID 


CAS# 


Qual 


4.03 C:\DATABASE\SLI.L 
COCAINE 


000050-36-2 99 


Abundant 


80 


¥ 


Average of'3:9'97 to 4.044 


182 


601 


40! 


94 


105 


20 


j 42 


55 


67 j ill 


bi/z~> ° 40 80 90' 100 11015)1 &>1401 do 1 ho V?01601&>2002102202^0 2402602<&2>02802&) 3<to3103^0330340 


122 

.1^ 135 146 1S5 166 


I 198 


303 


272 


208 221 242 253 


286 


341 


[Abundance 


80 


82 


60! 

} 

\ 

40 


¥29i"COCATNE 


182 


94 


105 


20 


! 42 

i 


55 68 


272 


303 


Hi 1 122 198 

nJ ii, J j'ji .ij ]|ii: 135 >( . 166 j 214 244 259 • 

j U-: • ,-;h = s , ,1#^ r-T-rvj-H-! • ! i i 1 tr-rr-rf-i r, : , i. 6 tt:x, pri- < r■; <••»*•••, nm . , i . > v,-rrr-p ■ . , i , . : > ■ ■; - • • . ■ i 

40 50 60 70 80 90 100110120130140150160170180190200210250280240250260270280200300310320330340 


684749.D 


Tue Jun 28 08:09:06 2011 


Page 3 


Folk OIG PRR 050018 































Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2009\SYSTEM4\11__2 7_09\684 750 .D 
ASD 

27 Nov 2009 20:08 


50 

DRUGS 

RTE 


Abundance 
' 6000000! 

i 

I 50000001 

! 4000000: 

\ 3000000-' 

i 

2000000 ! 
1000000 


3-27 


03 


TfUr6B475tro 


frime-> 2.00 2.60 

3.b0 3.60 4.00 4.50 5.00 

' 5.50 6.00 ' 

' 6.50 7.00 ’ 7.50 8.00 ' 8.50 ’ 9.00 9.50 I 

Ret. Time 

Area 

Area % 

Ratio % 

3.266 

3445331 

29.16 

41.16 

4.033 

8370295 

70.84 

100.00 


684750.D 


Tue Jun 28 08:09:09 2011 


Page 1 


Folk OIG PRR 050019 














Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2009\SYSTEM4\11_27_09\684750.D 

Operator : ASD 

Date Acquired 
Sample Name 
Submitted by 
Vial Number : 50 

AcquisitionMeth: DRUGS 
Integrator : RTE 


27 Nov 2009 20:08 



Search 

Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality 
Minimum Quality 

: 90 
: 90 

PK# 

RT Library/ID 

CAS# 

Qual 


Abundance 


80 


801 


401 


3.27 


73 


C:\DATABASE\NIST98.L 

Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 98 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 97 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 97 


101 


121 


148 


Average of 3.240 to 3.4315"min.: 684 7 50. D 


204 

j 


20\ 


51 


89 ; | 

i. 


i 


wmjiijA.x 


;! 176 

135 h 159 187 


217 


253 282 


325337 356 


hVz~> 40 60 80 100 150 140 160 ldO_ 2<JQ 2i0 240 260 280 300 320 340 360 

Abundance 


403 

380 400 . 


7784039: lrnidazo[2', i45]Tffiaz6Ie, 273,5,6 : te(rahydro-“6“-pheny3- 
2Q4 


801 


60 


40! 


20 


148 

! 


73 


101 


127 


51 

o.. 


89 

I: !i 


116 


176 

I 1 ! 159 189 3 


m!z- 


-> 40 ’ 60 ~~80 100 120 140 160 180 ' 200 2^0 240 260 ' 280 300 320 340 360 380 400 I 


684750 .D 


Tue Jun 28 08:09:10 2011 


Page 2 


Folk OIG PRR 050020 



























Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2009\SYSTEM4\ll_27_09\684750.D 

Operator : ASD 

Date Acquired : 27No^009 20:08 

Sample Name : 

Submitted by : CBS 
Vial Number : 50 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Search Libraries: 


PK# RT 


C:\DATABASE\SLI.L 
C:\DATABASE\PMW TOX2.L 
C:\DATABASE\NIST 9 8,L 


Library/ID 


Minimum Quality: 90 
Minimum Quality: 90 


CAS# 


Qual 


4.03 C:\DATABASE\SLI.L 
COCAINE 


000050-36-2 99 


'Abundance 

82 

80 j 

I 

| 

60; 

i 

! 

40! 

i j 

i 

S =! 

1 20 42 

i ( 

; 1 

: i| 

55 68 1 1 

j Q | 


m/z-> 40 

' 60 8 b 

Abundance 

82 


Average 6T37S961o 4.’04'97nln.: W4750XT (-) 
182 


122 


303 


198 


272 


j : i ! ^ 52 4 C <2 

(ij k a 135 _ ht ID X 4 212226 242256 j 288 j 318 341 356 

Too"~120 1^0 1^0 180 200 220" 240 260 280 300 3^0 340 360 

um'cocmE . 


465! 


80i 


60? 


40- 


20 5 42 


182 


I j! j 

j I i! 


105 


272 

214 244 259 j 


303 


55 1 I U I 122 j 198 

j q! j. K , , []■, j_.;_ . 1 35 152166 

m/z--> 40 60 ""So 160 120 140 160 180 200 220 240 260 280 300 3^0 340 360 380 400 420 440 460 


684750 .D 


Tue Jun 28 08:09:10 2011 


Page 3 


Folk_OIG_PRR_050021 






























Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2009\SYSTEM4\ll_27_09\684751.D 

ASD 

27 Nov 2 009 20:22 


CBS 

51 

DRUGS 

RTE 


Abundance 

TIC: 684751.U. ! 

i 

4 

03 j 

4000000 


: 1 

3000000 

! ! 


1 ; ( 

| i 

2000000 : 


i 


3.26 

1 $ i 


1000000i 


0 


lime-> 2.00 ' 2.S0 

3.66 3.50 4.00 4.50 ' 5.00 

5.8o 6.00 

6.50 7.00 7.50 ’ 8.00 8.50 9.00 9.50 

Ret. Time 

Area 

Area % 

Ratio % 

3.259 

1815677 

26.84 

36.68 

4.026 

4949813 

73.16 

100.00 


684751.D Tue Jun 28 08:09:13 2011 Page 1 

Folk OIG PRR_050022 



























Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
Acquis!tionMeth 
Integrator 


F:\Q4-2009\SYSTEM4\11_27_09\684751.D 

ASD 

27 Nov 2009 20:22 


CBS 
51 

DRUGS 

RTE 


Search Libraries: 


PK# RT 


C:\ DATABAS E\ SLI.L 
C:\DATABASE\PMW_TOX2. L 
C:\DATABASE\NIST98. L 

Library/ID 


Minimum Quality: 90 
Minimum Quality: 90 


CAS# 


Qual 


3.26 C:\DATABASE\NIST98.L 

Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 99 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 97 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 97 


Abundance 


80 i 


Average oF3.2431o 3.3iSB min.: 684751 D (-) 
148 


204 


60; 

40; 
201 


73 


101 


121 


51 89 

* 63 n 

i 41 ,j 


y m !: i 176 

..to M JYIYY7 31 ,Y 158 ,,.j.- 186 


04 


240 265 281 


326 


m/z-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 

‘Abundance 


355 


■#84'039r imidazol2,1 -bjthiazole, 2 ] 3,5,6-tefrahydro-6-phenyI- 

2Q4 


80! 


60; 


40; 


201 


148 

j 


73 


101 


51 63 


89 


117 


127 

i i 


176 


,137 ii: 158 


189 


m/z--> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 


6B4751 .D 


Tue Jun 28 08:09:14 2011 


Page 2 


Folk_OIG_PRR_050023 


































Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2 0 0 9\SYSTEM4\11_2 7_ 0 9\684751.D 
ASD 

27 Nov 2009 20:22 


CBS 

51 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


2 4.03 C:\DATABASE\SLI.L 

COCAINE 


000050-36-2 99 


Abundance 


80 j 


601 


40 


20 


0 


42 


8 ? 


105 


68 


122 


Average of3.W41o 4.132 min.; 684751.D ( : ) 


182 


138 1S2166 


198 


303 


272 


i 214 230244 259 288 1317 333 355 


405 429 


40 

Abundance 


479; 


60 ' 8b ' l6o 1^0 140 160 180 200 220 240 286 280 300 320 340 360 3&Q 400 420 440 460 




I 80i 


60 - 


40 1 


20 42 


om 


105 


68 


j! | 122 


182 


138 152166 


198 


214 244 


272 


303 


m/z~> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 420 440 460 


684751.D 


Tue Jun 28 08:09:15 2011 


Page 3 


Folk OIG PRR 050024 



























Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2009\SYSTEM4\11_27_09\684752.D 

ASD 

27 Nov 2009 20:36 

BLANK 
CBS 
1 

DRUGS 

RTE 


Abundance...TIC; W4752.D 

! 4000; 



Ret. Time Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


684752.D Tue Jun 28 08:09:17 2011 Page 1 


Folk_OIG_PRR_050025 












Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2009\SYSTEM4\11_27_09\684753.D 

ASD 

27 Nov 2009 20:50 



IS 
53 

DRUGS 

RTE 


Abundance — " ” — 7TC: 484753. D 

5000000! 4 03 

i \ 

I 

I 4000000-' j 

i 

i i ] 

i 3000000' 

: ! ! 

| 2000000, 3 j 26 

/ 1 t I 

| I i |! 

j 1000000i I | 


frime--> 2.66 2.50' 

3.00 ’ 3.50 4.00 4.50 5.00 

5.50 6.00 ( 

6.50 7.00 7.50 8.00 8,50 9.00 9.50 

Ret. Time 

Area 

Area % 

Ratio % 

3.264 

2383936 

28.25 

39.37 

4.026 

6054700 

71.75 

100.00 


684753.D Tue Jun 28 08:09:21 2011 


Page 1 


Folk OIG_PRR_050026 


























Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q4-2009\SYSTEM4\ll_27_09\684753.D 

ASD 

27 Nov 2009 20:50 

CBS 

53 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW__T0X2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


3.26 C:\DATABASE\NIST98.L 

Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 99 
Imidazo[2,l-b]thiazole, 2,3,5,6-tet 006649-23-6 97 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 97 


Abundance 


80 


60 


40! 


20 ! 


01 


73 


148 


Average of 3.238 (o 3.897 min684753'D' (-) 


204 


101 


121 


61 ' i , 


i | 1 ; | 

M 1 ■! 





; j ; i 

Hum 88 ■ 

L r~~r nTT-nrlTT i-x 

!; 

! M 1 176 





! i[ i i 1.135 ii, 161 | 189 ill 

~r- 1 j w-WrVrHn * ! t-i : ■ s' i i i i i r“T“f ■ s i : 

252 

282 303 

342355 

429 447: 


jmlz-> 40 60 80 100 120 140 160 IfiO 200 220 240 260 280 300 320 340 360 360 400 420 440 j 


Abundance 


80 ! 


*584030: IMdazopT, 1 Ij]lffiazd[e,Z3,5,6*tetrahydro-6-phenyl- 
204 

148 


60! 


401 


20 


73 


101 


127 


51 


0 ■ .',V.CL 


88 


176 


189 


jm/z-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 420 440 


684753.D 


Tue Jun 28 08:09:22 2011 


Page 2 


Folk OIG PRR 050027 



































Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2009\SYSTEM4\11_27_09\684753.D 

ASD 

27 Nov 2009 20:50 



53 

DRUGS 

RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST 9 8.L 

Minimum Quality: 90 
Minimum Quality: 90 

PK# 

RT Library/ID 

CAS# Qual 

2 

4.03 C:\DATABASE\SLI.L 

COCAINE 

000050-36-2 99 

Abundance 

' Average 6r3T994To 4.04T7nin.': V8475YD {-) 

8? 

} 

80; 

182 


| 60j 

i 

■ j 94 . ! 

i 


40; 


on 42 

20 ; i 

i ! 

! i 

1 

55 68 | | 


,j r • | . X: 1 

hVz-> 40 60 80 

Abundance 

82 

80! 


60 i 

1 


; 401 

! 

I 20 42 

i 1: 


i 3 !i ! 


!• | 122 

l ; 108 ! icc l 

t..j. ,,i 135 153 168 j! 


198 


272 


215228 242 258 


303 

i 

287 j, 315_ 341 ,...,,380 

k> 360 320 340 360 3&) 400 


429; 
420 ! 


¥29; TOGAS RE 


j 0U4 

: m/z^> 40 


94 

i 


55 68;! iH08 1 f 135 l 52l6 6 


182 

i 

f 

i 


198 


272 


303 


.i 214 244 259.. 

60 ' 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 


420 


684753.D 


Tue Jun 28 08:09:23 2011 


Page 3 


Folk_01G_PRR_050028 

































Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2009\SYSTEM4\11_27_09\684754.D 
ASD 

27 Nov 2009 21:03 

BLANK 

1 

DRUGS 

RTE 



Ret. Time Area Area % Ratio % 


* * *N0 INTEGRATED PEAKS*** 


684754.D Tue Jun 28 08:09:26 2011 Page 1 


Folk OIG PRR_050029 




























Area Percent / Library Search Report 


Information from 
Pile.Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q4-2009\SYSTEM4\11_27_09\684755.D 

ASD 

27 Nov 2009 21:17 

BLANK 

1 

DRUGS 

RTE 



Ret. Time Area Area % Ratio % 


* * *NO INTEGRATED PEAKS*** 


684755,D 


Tue Jun 28 08:09:28 2011 


Page 1 


Folk_0!G_PRR_050030 























Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2009\SYSTEM4\11_27_09\684756.D 
ASD 

27 Nov 2009 21:31 

COCAINE STD 

56 

DRUGS 

RTE 


Abundance ~ . ".. " “ ..... " -rfCf684756X>.~ .' .. “ .... 

I ; 4J02 

j 2000000’ i 

i 

• i 

j 1500000; 1 | 

! I ! : ! 

| iooooooI i j I 

| 500000. • 


Time-> 2.00 2.^0 

3.00 3.50 4.66' 4.50 ’ 5.60 

5.50 6.66 ’ 

6.50 ' 7.66 7.50 8.66 8.50 ' ' 9.66 9.50 ( 

Ret. Time 

Area 

Area % 

Ratio % 

4.018 

2114197 

100.00 

100.00 


684756.D Tue Jun 28 08:09:31 2011 ■ Page 1 


Folk_OIG_PRR_050031 































Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F : \Q4 - 2 0 0 9\SYSTEM4 \ 11_27__09\684756 . D 
ASD 

27 NOV 2009 21:31 

COCAINE STD 

56 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW_TOX2.L 
C:\DATABASE\NIST98.L 


Minimum Quality: 90 
Minimum Quality: 90 


PK# RT 


Library/ID 


CAS# 


Qual 


4.02 C:\DATABASE\SLI.L 
COCAINE 


000050-36-2 99 


Abundance 


Average of 379971o 4.T29 min.: M475&U (-} 


| • 55 68 : i i| j 122 ; 198 2 72 j 

0 ! }. J,h ,y Sy. j £ L|. ,. iV ^ j _214 231244 259 - 289 329 355 406 j 430 _ 453 

m/z-> 4? " 60^80 lOo' 120 ^140 160 180 ' 260^220 ^240 260 280 300 320 340 360 380 400 420 440 


Abundance 


TP29: COCAINE 


4o; 


I 105 




1 20; 42 

; j| 

|| l i 




; j ] 

| oi i-. 

] j 

55 68 1 1 

. I ?•! 

jt | 122 j 

tjj !, j 135 152 166 

198 

j 214 

272 

244 259 : 

303 

jm/z«-> 40 

60 80 

100^ 120 140 160 180 

200 220 

240 260 280 

300 320 340' 


684756.D 


Tue Jun 28 08:09:32 2011 


Page 2 


Folk OIG PRR_050032 








































Area Percent / Library Search Report 


Information from Data File: 


File Name : F:\Q4-2009\SYSTEM4\ll_27_09\684757.D 

Operator : ASD 

Date Acquired : 27 Nov 2009 21:45 

Sample Name : BLANK 

Submitted by : 

Vial Number : 1 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Abundance TfCT6B'4757TU 


Abundance "TfCT: 6847571? 



hme-> 2.00 2.50' 3.00 3~50 4.00 4.50 ' 5.00 5.50 6.00 6.50 7.00 7.50' ' 8.0o 8.50 9.00 9.50 


Ret. Time 


Area Area % Ratio % 


* * *NO INTEGRATED PEAKS*** 


684757.D Tue Jun 28 08:09:34 2011 Page 1 


Folk OIG_PRR_050033 

























